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16-820 


Electron 
Tubes 


PURPOSE 


The purpose of this publication is to provide 
as compl | a list as possible of all electron 
tubes us )by the armed forces, together with 
a croy ‘eference of any other tube type 
humbey or designations these same tubes may 
have, - 

Th’.s information may be used as a guide to 
interchangeability, but is not authority to 
make any circuit or component modification to 

éxisting equipment. 


. EXPLANATION OF COLUMN HEADINGS 


FIRST COLUMN - TUBE TYPE: 

All electron tube type numbers which are 
included in this Catalog Section have been 
arranged in numerical-alphabetical order. 


SECOND COLUMN - STANDARD NAVY STOCK NUMBER: 

This column provides the user of the Catalog 
Section with the Standard Navy Stock Number 
applicable to electron tube types in use in 
Naval electronic equipments. A Standard Navy 
Stock Number is a number assigned within the 
framework of the Navy classification system. 
Cognizance symbols are letter codes prefixed 
to the stock number in order to identify and 
designate the Bureau, Office or Supply Demand 
Control Point which exercises inventory control 
over the item. The cognizance symbol “N” denotes 
inventory control by the Electronic Supply 
Office, ‘Ff’ denotes inventory control by the 
Bureau of Ships. 


THIRD COLUMN - NAVY ALLOWANCE CODE: 

The Navy Allowance code letter is for use 
by Naval activities to compute tube allowances 
in accordance with special instructions pro- 
vided to Naval activities by the Bureau of 
Ships, Electronics Division. 


FOURTH COLUMN - CURRENT SERVICE DESIGNATION: 
The approved service designation for tubes 
will be found listed in this column. 


FIFTH COLUMN - OTHER NUMBER: + 

This column contains other designations by 
which the same type has been and/or is known, 
which are direct replacements. 
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SIXTH COLUMN - CLASS DESCRIPTION: 

This column gives a brief description of 
tube and its application, and will serve 
identify the tube, as well as to differenti 
between unlike types having the same number. * 


1- The description “Obsolete” does not imply 
that such a type is no longer used in 
Service equipment, but that it will not 
be manufactured. 

2- The words “Similar To” denote those types 
which have similar electrical character- 
istics, but because of basing, heater 
voltage, physical size, etc., are not 
listed as “Nearest Equivalent”. 

3- “Equivalent To” indicates tube types which 

are mechanically interchangeable, and in 

most cases should serve as replacement 
without requiring any circuit change. 

However, metal tubes should not be used 

in place of glass tubes where the number 

one pin of the socket is used for pur- 
pose other than grounding. 

“Nearest Equivalent” indicates the tube 

type which is the nearest of the “Equiv- 

alent To” tubes to the basic tube type 
listed. 


cs 
' 


DATA PERTINENT TO THIS SECTION 


1. There has been considerable misunder- 
standing throughout the Service as to the 
relationship between tubes branded G, GT and 
GT/G. For that reason the following explanation 
is given: 


a. The GT/G group of tubes was manufactured 
Primarily for civilian consumption in 
equipment built for civilian use. Because 
of a similarity in electrical character- 
istics of certain G and GT types, which 
makes interchangeability generally possi- 
ble, the tube manufacturers discontinued 
manufacturing the G type and thereafter 
branded the GT “GI/G”’. The replacement 
of “G” tubes with the “GT/G” type in 
Service equipments may be possible, but 
should first be determined practical by 
those responsible for the operation of 
the equipment. In physical size the “GT” 
is smaller that the “G’’. 

b. The “GT/G" tube isthe same, electrically 
and mechanically, as the ‘‘GT” tube; the 
only difference being the diagonal and 
the letter “G” added to the type number. 
Therefore, the ‘GT/G” and “GT” tubes with 
corresponding numerals are interchange- 
able in equipments and can be placed 
together in stock piles, etc. The correct 
Service designation will be “GT” in the 
future. 
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2. The letter ‘“w” immediately following the 
last number combination ina tube type designa- 
tion indicates tube equivalent in performance 
to its prototype except that itis better suit- 
ed to withstand shock and vibration. It can be 
used inthe same socket but may be of different 
Overall physical dimensions and may necessitate 
different tube clamps. 

3. Tubes having type approval under the 
JAN-1A Specification are marked as follows: 
JAN-CYZ-6H6. This indicates that the tube is a 
Type Approved tube having the commercial type 
number 6H6 and procured under the JAN-1A 
Specification from a manufacturer having the 
Type Approval code designation CYZ. In the case 
Of miniature, acorn, and other small tubes 
having type approval, the marking will be ab- 
breviated as follows: “IXY-Type No.’” EXAMPLE: 
JXY-9002, 

All tubes procured from manufacturers not 
having type approval on that specific type of 
tube, but otherwise meeting all requirements 
of the JAN-1A Specification are designated as 
follows: “JAN-Type No.”. EXAMPLE: JAN-~6H6. 


LISTING BY VT NUMBERS 


A crass-index listing between Army “VT” 
numbers and commercial tube type designations 
is provided in this Catalog Section on pages 
121 and 122, 


EXPLANATION OF LISTING SEQUENCE 


1, Disregarding any prefix letters, the first 
number appearing in the type designation is 
the first criterion used to determine the 
location of the tube type in the list. 

EX: CE1 precedes BS2; 5AP4 precedes C6A; 
25A6 precedes HF100; 211 precedes 931A. 

2. The prefix letters have the second priority 
in determining the location of the tube type. 
The tube types which bear Prefix letters are 
Placed in alphabetical order after the primary 
Sort (Paragraph 1) has been determined. 

EX: CE3D precedes 3-38A; FA6 precedes G6: 
K7T2 precedes WE7A. 

3. A number again determines the next sequence: 
the second number appearing immediately after 
the first numeral designation has the third 
priority. 

EX: 3-25A3/25T precedes 3AP11; 2-240 precedes 
2-250A/250R; 5-4 precedes SAP4. 
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4. The letters following the first number 
have the fourth Priority. 

EX: 2K34 precedes 2P22; 7H4 precedes 1ZA; 
220B precedes 220CA. 

5. The number following the first letter 
suffix has the fifth priority. 

EX: 3B24 precedes 3B29; 5Y3GT precedes 
5Y¥4GT; 7F7 precedes 7F8, 

6. The letter following the second number 
bears the sixth Preference, 

EX: 1B4G precedes 1B4P/951; 3BPI1A precedes 
3BPI1W. 

7. The type number listing sequence which is 
used in this Catalog Section is identical to 
that which is used for the assignment of 
Standard Navy Stock Numbers; therefore, the 
stock numbers which appear in column two will 
also be found in numerical order. 


HOW TO ORDER 


IN ORDERING ANY ITEM LISTED IN THIS CATALOG: 


SPECIFY 


® Standard Navy Stock Number (the complete 
Prefix N16-T- for all stock numbers MUST 
be included with the stock number) 

@ Standard Item name (TUBE, ELECTRON) 

® Quantity required in terms of Unit of 
Issue (the unit of issue will be “each” 
for all items listed in this Section, 
unless otherwise specified. 


IN ORDERING ANY ITEM FOR WHICH A STANDARD NAVY 
STOCK NUMBER CANNOT BE DETERMINED THROUGH USE 
OF THIS OR OTHER SECTIONS OF THE CATALOG: 


SPECIFY 


@ ltem name 

© Complete description 

© Equipment and component application with 

circuit symbol designation 

All known manufacturers and contractors 

type, part and/or drawing numbers 

® All governmental Specifications, type 
and stock numbers known for the reaui- 
Sitioned item 


SUGGESTIONS 


Comments concerning corrections or additions 
to this publication should be addressed to the 
Electronic Supply Officer, Electronic Supply 
Office, Building 2B, Great Lakes, Illinois, 
Attention Code 7; or to the Bureau of Ships, 
Code 836, Washington, D.C. 
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ELECTRON 
TUBES 


STANDARD NAVY 
STOCK NUMBER 


N16-T-50000---- 
N16-T-S0010---- 
N16-T-50020---- 


6A3 Special 
1B32/532A------ ------- 


Navy Type A---- 
Navy Type B---~- 
Navy Type C--~~ 


N16-T-50025-~-- 
N16-T-50025-20- 
N16-T-50025-30- 


N16-T-50027---— 


N16-T-50030---- 
N26-T-50040---- 


N1L6-T-50050---- 


NL6-T-51020---- 150N, 1830, LSONA, 


62016 


N16 T-51030---- F ClAa------------ CECILIA, ELCIA, GLCIA, 
Navy type A, WX31a9. 
3C31/C1B------- CE303, ELCLB 


CEIA/B,C,D,E,V- -----~--------------- 


N16-T-51035---- 


GCL-7---~------ N16-T-51036---- 
GL-1P29/401---- 


N16 -T-51037-~-- 
FL6-T-51037-50- 
N1L6-T-51038-~~- 
N16-T-51038-30- 
N16-T-51039-45- 


GMW-SK1 S002 
GW-UK1SOD20 
GNH-MXLZOD10 
GYH-¥KLYODLOA 


GSY-UK1LS9ODL0--- 
Gall- IRL SCDLOA-~~ 
CGUU-4XLYOD2CD~- 


LW1L------------ NL6-T-51033-60- Le 
Wark 1, Mod 10- Wark 1, Mod 10D Mark 1, Mod 10D------ 
Wark 1, Mod LOA Mark {, Hod LOA --------.--...2...-- 
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See &H/8H/3. 

Obsolete, superseded by CX1009/BA. 
Recalving duodicie gaseous rectiflor. 

Receiving dlote gasecus rectifier 
(obsolete). 

See IN30. 

Dry system oven, 

Special type 6A3. 

Sea 1B32/532A. 

UNF oscillator, see 2323-29, 

See 6A4/LA. 

See 2342. 

See CIA, 

See C5A. 

See C6A. 

Receiving triode detector-Casetus 
vapor type (obsolete). 

See CV71. 

See 47. 

See 2A5. 

Gas switching tube. 

Gas switching tube. 

Gas switching tube. 

See CV74, 

Receiving twin triode frequency 
converter. 

Receiving lock in type twin triode. 
Recelvi g twin diode triode. 

See 7X7/XXF4, 

Receiving lock in type triode {very 
similargto 744). 

See 81. 

Gas sultching tube (TR). 
Beta-Gaana counter tube. 


Grid controlled gas rectifier. 


See 3C31/C1B. 

See 5664, 

Grid controlled rectifier. 

See 5693. 

Gas phototute, see CELC, CEID, CEIE, 
CELV. and PG-34, 

Gas p..stotude. 

See 918. 

Phototube, See 868. 
Phototube. 

See IRBL. 

See LRBS. 

Vacuum photatube-See PJ22, 


Gas phototube. 
See VR78(Br.). 
See 27. 

See 3B22. 

See CLA. 

See 3C31/CLB. 
Improved 1B42. 
Gas phototube. 
Geiger-Yueller 
See 1P29. 

See CLA. 
Getger-Yueller 
Gaiger-tualler 
Geiger-Juelier 
Geiger-Yueller 
Gelgor-Yueller 
See 2322. 

See 2/22. 


counter tube. 


counter 
counter 
counter 
counter 
counter 


tube. 
tube. 
tube. 
tube. 
tube. 


Spectal purpose diode vacuum rectifter. 


Laap. 


Beta-Ganna counter tube (outdoor type}. 
Beta-Ganza counter tude (indoor type). 
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CURRENT SERVICE 
DESIGNATION 


OTHER NUMBER CLASS DESCRIPTION 


Wark 1, Mod LOD 


Beta-Gamnza counter tubs (outdoor type). 
WLIE----------- NL6-T-51039---- ss WLLL EE-----------  ----------------+---- Rectifler (nedical & surgical.) 
WLL-K---------- N16-T-51040---- ss MEI -K---------- -------- X-ray tube. 

NRCOOLM-------- See REL5S3. 
HUT ncn cecss neu. See CEl. 
NUIRBL--------- 0 ———“‘i*‘«C CR enn ewww eee See 1LRBL. 
NULRBS----~----- een een nee e--------- | See LRES. 
NULV-~--~—------ SOAV, V9, CELV, WL734 Vacuus photatube-Sea PJ22. 
Qlen-sss0-5--45 20,1301-------------- Recetving Trioie detector anpliflar 
(obsolete). 
OLA------ =n ---- N16-T-51050---- O1A------------ SOLA, UX201A, 38001, Receiving triosie detector amplifter 
BOLA, Deforest 401A. (obsolete). See SE4374. 
REl------------ B0----.---- enn e nn eer e nnn nnn nnn ne See 80. 
RELL----------- VTOO(Br.) /8CLL- VT9Q(Sr.), 10E/97, See VT90(Br.)/S0LL. 
WL538, WE7LOA, SOLL 
TGCL----------- NL6-T-51052---- 1B83------------ 1883 


porns nee re rena -- Beta-CGanta counter tube. 
See R6212A. 
Vacuua phototube. 
Obsolete, superseled by 1V. 
Ballast tude. 
Ballast tube. 
Receiving aintature type HF diode. 
Recatving tetrode amplifier (replace 
with LAaP). 
Receiving pentode anplifier (nearest 
equivalent is 34). 
Receiving tetrode avplifier (obsolete, 
replace with LA4P). 
See LASGT/G-Replace with LASGT/G. 
See LASCT/G. 
Recelving pentoie power avplifier 
(sinilar to LQ5GT, IT5GT, ILCSGT). 
1A6------------ N16-T-SL130---- 1A6------------ on nner nnn n nn _ Receiving pentagrid converter-Obsolete 
(ainilar to iCé). 
See LA7GT--Replace with LA7CGT. 
Receiving pentagrid converter (s{inllar 
to LB7GT). 
1AaBS----------- NI6-T-SLLS50---- Receiving lock in type pentode 
amplifier. 
Subniniature twin diode. 
Receiving sgubziniature pentods. 
Receiving subaintiature pentode. 
Receiving subniniatura pentode. 
Pentode voltage anplifier. 
Receiving sutainiature mixer. 
MWintature receiving pentode. 
Miniature receiving diodes pentode. 
Cathode ray (siallar to tyra 913 with 
P-5 screen). 
1Bl------------ N16-T-51200---- F 1B1----+-------- Ballast tube. 
TAICTH} =< 2s 1LB3GT/8016----- -----~------~--------- See 1B35T/8016. 
1B3GT/8016----- NL6-T-51203---- 1B3GT/8016 Transzaltting dlode vacuua rectifier 
(replaces 8016). 
ee Obsolete, see 1B4P. 
Wowesandess Obsolete, gee 1B4?. 
1B4P----------- N146-T-51L204 ---- Receiving pentoie anplifter (obsalete 
Replace with 32; similar to LESGP, 
1LESGT). 
Rece2iving pentode anplifier (obsolete. 
Replace with 32 similiar to LESGP.1LESGT) 
Obsolete, see 1LB4P. 
See 135/25S, 
N1L6-T-51205---- Receiving duodicde triode (obsolete). 
N16-T-51207---- See B7GT/G. 
N16-T-51208---- Receiving pentagrid converter (slullar 
to LA7GT). 
woeeceecee Receiving diode triode pentode. 
we ceeene--- Superseded by LB2LA (471A). 
seeete cen Gas switching tube (TR), see 471A. 
1822--~--------- NL6-T-51222---- 1B22----------- Spark gap diode nodulator. 
1B23---+------- NL6-T-51223---- D LB23----------- Gas saitching tube (will replace 702B 


NL6-T-51055--- 


1-15----------- NL6-T-51060---- 
1A] ------------ N16-T-51075---- 
-- NL6-T-S1109---- FF 


1A4P----------- N16-T-S1L10---- 


LAaT----------- N16-T-SILLS---- 


1ATG----------- --------------------- 


LA7GT---------- N16-T-51145----  B —-LA7GT----~----- 


NL6-T-SI152---- 


NL6-T-51154---- 
N1L6-T-51154-10- 
N1L6-T-SLL70---- 


IB4P/951------- N16-T-51204---- 


with modification kit). 
1824----------- NLG-T-51224---- r Gas switching tube (TR). 
1824A------~--~ N16-T-51224-10- Gas switching tube. 
1B25+-------..- N16-T-51225---- Gas switching tube. 
1B26---------~- N16-T-51226---- sD 


Gas switching tube (TR). 
Gas switching tube (TR). 
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N16-T-51229---- 
+--+ N16-T-51229---- 


W16-T-51235-~-- 
U16- T-51236---- 
N1L6-T-51237--.- 
N16-T-51239-... 


N16-T-51240--.- 
N16-T-51241---. 
1B842-------~--- N16-T-51242-.-- 
N16-T-51243---- 
N16-T-+51244---- 
N16-T-51245---- 
1B46----------- N16-T-51246---- 
1846/R1160A---- 
N16-T-51247---- 
N16-T-51249---- 


N16-T-51250---- 
NL6-T-51251L---- 
N16-T-51252---- 
N16-T-51253---- 
N16-T-51254---- 
N18-T-51255---- 
NL6-T-51256---~ 
NI6-T-51257---- 
1B58------.-... N16-T-51259---- 
1359--------. 4+ NI6-T-51259---- 


N1L6-T-51260---= 
N16-T-51262---- 
N1L6-T~51263---- 
N16-T-51263-10- 
N16-T-51264---- 


N1L6-T-51268---- 


N16-T-51302--— 


N16-T-51304-... 


GA-~4, GASA, GA-5, 
GL532A, SL532A. 


WX3226 
20626, X6031 
2G627, X6015 


1s, 
14, 62006 


62CLL,BS-6, 100¢ 
100N, 62012 
120C, 62013-- 
15CC, 62014 


15OMA, 62016, BS-1, 
150N 

209C, 62017 
TGC-1------------.-.. 
TOC-2--~.---.----.... 


VXG-LL-- 
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Gas switching tube. 

Gas switching tube. 

Gas switching tube, 

Gas switching tube, 

See 1B32/532A 

Diode gas discharge tube, 


Gas switching tube. 

Spark gap dloda codulator. 
switching tube (anti-TR). 
switching tube (antL-TR). 
switching tube (anti-TR). 
switching tube (pre-TR). 
switching tube. 
switching tube (TR). 

Serles spark gap dlode nodulator,. 

Wercury cathode series gap. 

Gas switching tube. 

Gas switching tube (ATR). 

Gas switching tube. 

Miniature voltage regulator, 

See 1346. 

Minlature type voltage regulator. 

Cold cathote aintature g2zs diode 

rectifler. 

Gas switching tube. 

Gas switching tube (TR). 

Gas switching tube (anti-TR). 

Gas switching tube (ATR). 

Gas switching tube (ATR). 

Gaz switching tube (pre-TR). 

Gas switching tubs (TR). 

Gas switching tube (anti-TR). 

Gas switching tube (ATR). 

Gas switching tube. 


Cold cathode crater-glow rodulator tube. 


See 1859. 
Lightzeight version of 1B24 (TR). 
Wodified 721B (TR). 


Gas switching tubs (TR), Replace with 


1B63A. 
Gas switching tube (TR). 
Diode voltage regulator. 
Counter tube, Beta-Garza. 
See 1867. 
Beta-Ganma counter tube. 
Gamma counter tube. 
Camna counter tube. 
Gansa counter tube. 
Gacaa counter tube. 
Cama counter tube. 
Gamma counter tube. 
Beta-Caraa counter tube. 
Beta-Gamna counter tube. 
Beta-Gamma counter tube. 
Beta-Ganma counter tube. 
Beta-Camna counter tube. 
Beta-Gazna counter tube. 


Alpha-Seta-Casza counter tube. 
Beta-Ganza counter tube. 
Beta-Canta counter tube. 
Beta-Cacaa counter tube. 
Gazza counter tubs. 
Beta-Ganna counter tube. 
Counter tube. 

Counter tube. 

Counter tube. 

Counter tube. 

Counter tube. 

See 3B22. 

Triode voltage avplifter. 


Receiving pentoda azpliff_er-st2atlar to 


1LA4P (Australtan). 
See 1CSGT)G-Replace with 1CSGT/G. 
See LC5GT/G. 
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1C56T/G-------- yy 6-T-51305---. 


NL6-T-51706--.- E 1C6 


MEER aESORS trey Re* ACTOR Get wae aloes 
N16-T-$1303--.. 1C@--~----- LL wo eeen nen e nelle 
N16-T-5132}-..- 1021 ------22-2. RCA--R6160 
N16-T-51350--.. 


N16-T-51355--.. Pr 


EDSGT--------__ N16-T-S1360---- p 


1D7G----------- N16-7-51379.--- 


1DSGT-------... el ad sca AM sc ee rar ee 
1D21--~-----._. 631P1------..--. 1D21/631P1-------..__ 
1D21/631P1--.... 631PL--~—— ee 
LE N16-T-5139g--.- 


1869---~~------ 62095, 1869-----____- 


N16-T-51400---- F 


N16-T-51404--._ 


1E5G---------.. N16-T-51404-S0- 


LESG-~----- ene eo 


LESGP-------.._ N16-T-51405---. LESGP--~---.-- ee 
TESCT-----~--.. a 
LE7G----~--.... N16-T-51407-~-. Po OULE7G-------2 222 2 wo---------- 
LE8----~--- LEB---------- ee 
1F4---------.2. N16-T-51440--.- LF4---~--- oe 
1F5G--------.2_ N16-T-51450---- 1F5G--------.... Tatts tree eee nee 
1F6----------.. N16-T-51460--~- LFO---n- nnn nee 
1F7G-~----~-.-.. N16-T-51470---- LF7G----~--- 0. eee 
1F7G8----.---. LF7GH------- 22 2222 
LFTGT--~------- -- 2-2 
N16-T-51475---- i) ee 
LF7GY-------- 2. 22 ween------- 
N16-T-S1501---~ 1G1-------2-- 2 Le 
Fr 
N16-T-51504-... 
a ne 
1G6G---~---—- ee 
Fr IG6GT/G------ ~~ ol 
NL6-T-51506--.. 1G6ST/¢ 
N16-T-51540---. Fo LKAG-- ~~~ 
N16-T-51550~~.. TH5G----------. ee 


u16-T-51555---- 
N1G-T-S1560---- p 


LA20----—-222_ N16-T-51565---. 
1H22-~ ~~~ 1 6_-7.51567--.- 
1Jl----- soiscse 
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Recelving pentoie amplifiler (sintlar to 
1Q5GT, ITSGT, LASGT). 

Receiving Pentagrtd converter (sfollar 
to LA6), 

Recatving Pentazrid converter (3inklae 
to 1D7G) (Type 1c6 characteristics), 

Suvintiture {llanentary type triode 
heptode converter, 

Cold cathode as triode. 

Ballast tube. 

Receiviog current regulator. 

Receiving subainiature triode, 

Recelving 2F pentode {Australflan), 

Receiving RP pentode (Australian), 

Receiving pentode azplifier, see LDSCP, 

Recetving pentode aapliflor, (Nerrast 
equivalent ig 1D5G, sinflar to LAaP 
and LESG.) 

Receiving tetroite anplifter (obsolete, 
replace with LDSGP), 

Receiving pentagrid converter (siailar 
to 1C7G) (type 146 characteristica), 

Receiving diode triode pentode, 

Cold cathoda neon discharga tute-cee 
63LP1. 

See 631P1, 

Gamza counter tube, 

Ballast tube, supersedes LPl, 

Recelving current regulator. 

Receiving triode amplifier (obsslete- 
similar to 1G4GT, 1H4S and 1LE3). 

Resetving screen grid RP acplifier 
{sizilar to LD5GP). 

Receiving pentoje anplifier (type 1B4¢ 
characteristics). 

Replace with LESGP, 

Receiving twin Fentode amplifier, 

Receiving subzinfature converter, 

Receiving pentoig amplifier (type 1Fse 
characteristics). 

Receiving pentode amplifier (type 1F4 
characteristics). 

Recelving duodtode pentoda amplifier 
(obsolete). 

Recelving duodiode pentode anpltfter 
(Type 1F6 characteristics). 

Receiving duodiode dentods (replace 
with LE7G). 

Receiving duodiode pentode (replace 
with LF7G). 

Receiving duodlode pentode (replace 
with LF7G), 

Receiving duodiode pentode (replace 
with 1LF7G). 

Receiving current regulator, 

See 1G4GT/G--replace with 1C4cT/G, 
See 1C4GT/c. 

Receiving triode detector amplifier 
(sinilar to 1E4G, LHacG), 

Receiving pentode power amplifier 
(obsolete, sinilar to 1J5G). 

See 1G6GT/G--Replace with 1C6GT/G, 

See IG6GT/c, 

Receiving tyia triode anpilfter, 
Receiving triode detector avplifter 
(sistlar to 30, L4G, 1G4GT). 

See 1H5GT/G-Replace with LHSGT/c. 

See 1LH5GT/c. 

Recelving diode triode amplifier. 

Recelving duodiode triode (Type 135 
characteristics), 

Nuaber originally assigned by R¥A, 
then canceled. 

Ballast tube. 

Ballast tube, 

Recelsing current regulator, 
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1J5G--------.2. N16-T-51620---- Receiving pentode power anplifiler 
(siallar to 1G5G). 
1J6G--------.-. N16-T-51630---- fF 


Recelving twin triode anplifier (Type 
19 characteristics). 

Wodified version of LJ6G. 

Type 1J6G with ceranic basze,. 

Receiving current regulator. 

Receiving diodiods pentote aroliffer 
(Australian) (Type LK5SG character- 
istics). 

Recelving duodioia pentode anplifter 
(Australian). 

Australian. 

Receiving currant regulator. 

Minlature type pentode ampilfter. 

Receiving ninlature converter, 

Receiving lock in type oantole anolt- 


N16-T-51435---~ 
N16-T-S1641---- 


N16-T-51650---- F 


N16-T-51655---~ 


fier (Type 1A5G characteristics). 
1LLA6--------.-- NI4-T-51560---- 1LA6----------- --------------------- Receiving lock in tyse nentagrtd con- 
verter (similar to ILC6 and LA7G). 
1LB4----------- N1L6-T-51665---- 


Resalving lock in type cantode posar 
azplifier (sinllar to LLAO). 

Receiving lock in type sentagrl4 mixer. 

See 1LP5. 

Receiving lock in type pentoie azpli- 


N16-T-51669---- 


fier. 
1LC6----------- N16-T-51670---- D 1LC6----------- --~+--~--------+-----. Receiving lock in tyse nentagrid con- 
verter (s3inilar to LLA6). 
1LD5----------- N16-T}51675---- 1LD5----------- --------------------- Recsiving lock in type diode pentode 
amplifier. 
ILE3----------- NL6-T-51630---- E Receiving lock in type triode anpliftier. 
ILE3 SP/7T239-- Superseded by LLF3. 
1LF3----------- Nl6-T-51692---- LLES sith low grid current Linits. 
1LG5-----------+ 1LG5---+------- ---~-------------..-- Recaiving lock in tyre voltage 
auplifier. 
1LH4-------~--- N16-T-51695---~- F 1LH4--~-------- ~------ Wee nnee------ Receiving lock in type diode triode 
detector amplifier (tvoe LH5G char- 
acteristics). 
ILN5----------- N16-T-51690---- F LLN5-+---------~ ~-~~------------------ Receiving Lock in type pentods anpli- 
fier. 
1870------~---- Gaaza counter tube. 
IN-------+----- --------+----- Garna counter tube. 
lil -------+----- ---. Recaiving current regulator. 
N16-T-51705---- 9 PO s-1i5G----------- ------------------.-- See LISGT/G - Replace with LNSGT/G. 
Fr LNSGT/G-------- ------------------..- See 1N5GT/G. 
N1L6-T-51706---~- 1NSGT/G-- Receiving pentode amplifier. 
NL6-T-51716---- 1HOG---+------- --------------------. Receiving diode pentode power axpli- 
filer (obsolete). 
1NOGT-------.-. N16-T-5L717---- 1N6GT~~-------- ---+------+-------- Receiving diode pentode power amplifier. 
1N21-----~----.- N16-T-51721---- D 1N21----------- 2163366, R701L1L------. Crystal rectifier (raplace with IN213) - 
obsolete, 
1N21A------.--- N16-T-51721-5-- D 1N21A---------- 0168355-------------- Crystal rectifier (replace with LN21B) - 
obsolete. 
i 1N218---------. N16-T-51721-10- D > Crystal rectifier. 
} IN2LC---------- NL6-T-51721-15- Salested 1N21B. 
h 1N22----------- NL6-T-51722---~ D Crystal rectifier (replace with LN21B). 
1N23+---------- N16-T-51723~--- D Crystal rectifier (replace with 1N238). 
I, 1N23A---------- N26-T-51723-5-- Dd Crystal rectifier. 
y ey en NL6-T-51723-10- D Crystal rectifier. 
i IN24----------- N16-T-51724---~ D Crystal rectifier. 
| 1N25----------- N16-T-51725---~ D Crystal rectifier. 
1N26----------~ N16-T-51726---- Crystal rectifter. 
1N27----------- N16-T-51727---- Crystal rectifier. 
IN27A---------- NL6-T-51727-50- A Crystal rectifier. 
1NZ3-------+---- N1L6-T-51729~~-- A Crystal rectifier. 
INZ9----------- N1L6-T-51729-..- Crystal rectifier. 
1N3Q----------- NL6-T-51730..-- Crystal rectifier. 
1N31----------- NL6-T-51731---- Crystal rectifier. 
| 1832----------- 816-T-51732---- Crystal rectifier ~ Nearest equivalent 
N27. 
1N33----------- N16-T-51733---~ Crystal rectiffer. 
1N34----------- N16-T-51734.-~. D Gersaaium crystal rectif fer. 
Lu34A---------- N16-T-51734-10~ Gercanium crystal rectifier. 
| 1N35-----.~-.-- NL6-T-51735--.. Duodiode geraantun crystal rectifier. 
i 1N33----------- N16-T-51L739-~-- Gersaniua crystal diode. 
-- NL6-T-51739---- Gersaniza crystal diole. 
Lii0sssssenese5 N16-T-SL740---- 


Geraa:uius crystal diote. 
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N4lss-s--25-26 N16-T-51741--~- 
1N12---- +-- NL6-T-51742---- 
IN@3s--50522-55 N16-T-51743-.-- 


e PNA Gecsweecs cus N16-T-51744---- 
INS ses4c0ececs N1L6-T-51745---- 
1N16----------- NL6-T-51746---~ 
1N47------.-.-- N16-T-51747---- 


1N53----------- N16-T-51753---- 
IiE4----------- N16-T-51754---- 


NL6-T-51763---- 


N1L6-T-51303---- 


N16-T-51305---- 
N1L6-T-5182)---— 


1P22-~-------.- NL6-T~51922---- 
1P23----------- N16-T-51923---- 
1P24~-------.-2 N16-T-51824---— 
1P25--+-2--0--5 N16-T-51925~--~ 
1F25A---------- N16-T-51325-5-~ 
1P253---------- N1$-T-51925-20- 
1P23----------- N16-T-51929---- 
1P29----------. N16-T-51929---- 


N16-T-51330---- 
NL6-T-51331----~ 
N16-T-51332---- 
N1L6-T-51333---- 
N16-T-51334---~ 
N16~T-51335---- 


NL6-T-51336---- 
N16-T-51337---- 
N16 -T-51933---- 
NL6-T-51339---— 
NL6-T-51340---- 
NL6-T-51941---- 


1P42----------. NL6-T~51342-~-- 
1Q1------------ 
195¢---------.. 
1Q56T--------.- 
1Q5ST/G-------- N1L6-T-51955---- 
1Q6------------ N1L6-T-51960---~ 
1Q2L----------- 16-T-51364---~ 
1021-26------.. 
1Q22-------+--. N16-T-51965----~ 
1Q23----------- N16-T-51366--~- 
1Q24---------.- N16-T-51367---- 
1G25--------~-- NL6-T-51963---- 
1Q06-------~--- N16-T-51969---- 


aa-2-------- N16-T-51330---- 
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TUBES 


CLASS DESCRIPTION 


Gerzaniun crystal dlode. 


Gersanlun crystal diode. 
Gerzantua crystal diode. 
Gernaniua crystal diode. 


Geraantua crystal diode. 


Gernanlua cryatal diode. 


Westera Electric equivalent of 1N33. 
Geraanium crystal rectifier. 
Gernanlun crystal rectifier. 


Gernantua crystal rectifier. 


Gernantua crystal rectifier. 


Gersanlua crystal rectifier. 


Crystal rectifier (Silicon). 

Gerzanium crystal rectifier. 

Geraaniua crystal rectifier. 

Geraanitua crystal rectifier. 

Gerzanius crystal rectifier. 

Gerzantua crystal rectifler 

Germanlua crystal rectifier. 

Gerzaniua crystal rectifier. 

Gernanius crystal rectifier. 

Gernanius crystal rectifier. 

Gerzanius crystal rectifier, 

Gerzanium crystal detector. 

Gerzaniuna crystal detector. 

Gerzaatin crystal rectifier. 

Gerntaalua crystal rectifier. 

Ballast tube replace with 1E1. 

Sea LP5GT/G - Replace with LPSST/G. 
See LP5ST/G. 

Receiving pentode amplifier. 

Vacuuz sultiplier phototube (selected 
931A). 

Vacuua multiplier phototube. 

Gas phsatotute (869/PJ23 with painted 
envelope). 

Vacuum phototube (nearest equivalent is 
936. 

Infrared sensitive inage tube. 
Infrared sen3sitive inage tube. 
Infrarei inage tube. 

Phototube (ultraviolet responsive 931A). 
Gas phototube. 


Gas phototube (red, infrared sensitive). 

Gaz phototube. 

Gas photatubde. 

Gas phototube (red, infrared sensitive). 

Gas phototube. 

Gas phototube (red,infraread sensitive), 

See LP35, 

Gas phototube (red,infrared sensitive), 

Phototube. 

Photo electric cell. 

Vacuua phototube, blue sensitive, 

Gas phatotude, fafrared sensitive, 

Gas phototuls, infrared sensitive 
(reconmended in lieu of 924 in new 
designs). 

Vacuua phototube, blue sensitive. 

Receiving current, regulator. 

See 1953T/3-Reslace with 1Q53T/G. 

See 1Q59T/S. 

Recelving pentoie pcewer azplifier (sin- 
ilar to LCSGT, 1TS5GT, LASGT). 

Subniniature filanentary tyse diate 
pentoie detector anplifier, 

Reference cavity. 

Beacon cavity-Electron tube stabll- 
fzers of different frequencies. 
Reference cavity. 

Raference cavity. 

Reference cavity. 

Reference cavity. 

Reference cavity. 

Recelving lock-in type JUF dlode 
detector rectifier. 
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CLASS DESCRIPTION 


lateral N16-T-51933--.. wan ---- Receiving lock-in type UHF diode 


detector rectifter, 


1R85-+-2.0-.2.5. N16-T-51999--.- r 1R5------------ +--+ +222. Receiving miniature type pentagrid 
converter, 
TR6sS-2225-525. 1R6----~----.-- RTS~99, VCL562---.-.. Miniature fillanentary reactance 
modulator. 
1R2b6-s<--222 25 GL41$----~--~-+----... Wercury pool rectifier ignitron. 
Mesesotctascens CEIRSL, NULR3L------- Phototubs-3aze ag NU-} except for basing 
Seseesesccls Ss 59AP,31,CELRBS, IULR3S Phototute-sate ag NU-] except for basing 
Womisecesocereus GL3, SOAR, 4G3M, Phototube-saae a3 NU-} except for 
CELS, NULS basing. 


Receiving current regulator. 
Winlature tyoe pentoje power asplifier. 
Miniature type diolie pentole detector, 


Receiving submintature diode pentode. 

Vacuum switch, 

Vacuum switch. 

Receiving r-f,aentode. 

Receiving dioie pentoie, 

Recetving current regulator. 

Miniature type pentoie azplifier, 

Recelving tetrode pover aaplifier (sta- 
ilar to 1O0S3T, 1c5GT, LASaT). 

Receiving subniniature diode pentode. 

Receiving current regulator. 

Wintature version of LLNS pentole. 


N16-T-51904---- F 
N1L6-T-51905--.~ Fr 


N16-T-51905-50- r 


N16-T-51906---- 
N16-T-51916--~- 


N16-T-51940---- sp 
N16-T-51955-~-- 


N16-T-51970---- 


N16-T-51972---- Winiature type diode pentote. 
N16-T-51973---- Winlature pentagrid converter. 
N16-~T-51930---- B Receiving diode rectifier, 
Half wave rectifier. 
NL6-T-51993---~ Sudsiniature filanentary type pentode 
amplifier. 
Ballast tube. 
Pentode power amplifier. 
N16-T-51934---- Subainiature filazentary type pentode 
amplifier, 
N16-T-51984-50- 1X2--+--------- ---------- +2 Miniature half wave hizh voltaze 
rectifier (reolaces 183GT/3013). 
N16-T-51995---- IYl------+------ -------2- 22-2 Receiving current regulator. 
N16-T-51936---- 


High voltage halfwave rectifier. 

Ballast tube. 
Recelving-aintature type diode vacuum 
rectifier. 

Diffraction tube (copper target). 

See VR78(Br.). 

See 2050. 

Gas switching tube (TR). 

Ganza counter tube. 
Phototube-See CE£2C, 

Phototube. 

Gas phototube-See 1P30. 
Phototube. 

See 2V. 

2J21----------- W442, 2021, D2RNI,¥2 See 2J21. 

2J21----------- D2RN1, WL422------... UHP oscillator. 

See 2BT. 

Electrostatic atorage tube. 

Hearing aid pentode (Sonotone). 

See VGIl. 

See 2821. 

Grid controlled gas rectifier, 
See 2X2A. 

See 955. 

See CV87. 

See CV129. 

See 2J42, 

Neon laap. 

VGT128. 

Gas phototube. 

See 2V. 

Wintatare type OD3/VR1S5O voltage 
regulator. 

OB2--~-------.- N16-T-52001-5~~ FO sOB2------------ $860, HD52-------.-.. Miniature type 0C3/VRLOS voltage 

regulator. 

0C2~+----------- N16-T-52001-10- 0C2------~------ $859--------~-----... Miniature type OA3/VR75 voltage 

regulator. 

noon ---------- RIS74------- Trioie vacuum control tube. 


N16-T-51933---- 
N16-T-51990---- Ff 


N16-T-51992---- 


N1L6-T-51993---- 


N16-T-51995---- 


N16-T-51996---- 
N16-T-51996-380- 


NEQ-~-------... 
NGT2/10E/15---. 


N16-T-52001---~ | 
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See 81. 
Velocity vartation UNF oacillator. 
N16-T-52006---- Beta-Garna counter tude, 
Neon Lamp. 
See 2521, 
See 954, 
N16-T-52012--~. Pliotron tube (obsolete). 
N16-T-52030--~~ Recelving ballast tube (Philso). 
See 3QPl. 
NL6-T-52062---- Ballast tube. 
2-154/15R------ See 15R. 
2-25A/25R-----~- See 258. 
2-50A/ 35R------ See 35R. 
2-665<.--2 ~-- N16-T-5206$---~ Rectifler (nedical and surgical). 
2-100A/100R---- See 8020, 
2-150A/152R-~-- See 152R, 
2-1500/1L52RA---~ See L52RA. 
2~240---~-----. High vacuus half wave rectifier 
transmitting. 
2-250A/250R---- See 250R. 
2A3-~~~-------- NL6-T-521 30---- 


N1L6-T-52133~--- 
N1L6-T-52140---- 
NL6-T-52150---- 


Receiving triole nower anplifler 
(sinilar to 6A3, 45). 
Obsolete-superseded by 2A3¥. 

Obsolete cathode type. 

Ruggedized version of 243. 

Grid controlled gas rectifier, 
Recelving pentode power anpliffler 


(Type 42 characteristics). 
2Ab---2225255-. N16-T-52160---- Receiving duoiiote triote detector 
aaplifier (Tyse 75 characteristias). 
Vy eater N16-T-52179.-.. Receiving pentacri4 corverter-Obsolete 
(Tye 6A7 characteristics). 
2A21~-+--~----2 6 N1L6-T-52170~3-- Ballast tube. 
2AC15-----~---- N16-T-52170-5~- Diode rectifier. 
2AP]----------- Nl6-T-S2171---- 


--- NL6-T-52171-5-- 


Cathola ray (electrostatic facus and 
deflection). 
Zero [tl version of 2AP1. 


Rusgedized version of 2APl. 

QAPSo5sc0e5ka5. N16-T-52175---— Cathode ray (electrostatic focus and 
deflection). 

2AP11L-~-.-.-~.. Old Dumont 2A4P5; lowger persistence 
than present 2AP5. 

2AS15-------+-- N16-T-52130---- Diode rectifier. 

OBS eo wcowe cus N16-T-52204---- Grid controlled rectiffer-replace 
with 885. 

2B6----------.. Receiving azplifier (odsolete). 

237-----------. N16-T-52207---- 


NL6-T-52214---~ 


NI16-T-52222--~- 


Receiving duoiiode s2ntoie detector 
amplifier (Type 687 characteristics). 

Ballast tube, 

Taproved 2X2/879. 

Receiving dioie UNF detector, 
modified 559. 


2B23~------.- 88 N16-T-52223.-.. Receiving magnetically controlled diode. 
2929 .ccssssel cc. NL6-T-52224---. Subsintature type dlote, 
2B24A---------- Sudatniature type diode. 
EL eee ome N16-T-52225--~. Receiving-nintature tyne diode 
vacuum rectifier. 
2B26---~--~~--. N16-T-52226---~ 


2B27-------—.-. 2P447, REL3S--------. 
VR92 (Br.)------ QF-195, EASO, 10E/105 
VR79 (Br.).-~-- Q7-196, Dl, L0E/1540- 


Trananitting diode vas rectifier 
(equivalent to 816 except plate 
terainal is on base), 

Receiving UAF diode detector. 

2B35 cancelled by RWA-~See VR92 (Br.) 

2336 cancelled by RYA-Seae VR73 (Br.) 


2BPl<~-..2.2.25 NL6-T-~52230--~~ Cathode ray (electrostatic focus and 
deflection). 

23P1.\---+-----~ N16-T-52230-50. Cathode ray, 

2BP7~---.-.--.. N16-T-52240--~-. Cathote ray (electrostatic focus and 
deflection). 

25PL1---------- N16-T-52281---~ Cathode ray. 

2BT------..-... High vacuum diode rectifier. 

QC Anew nencnnn — N16-T-52320---. Minfature type grid controlled gas 
rectifier, 

2C21~-~--...... N16~T-52321----~ 2021 -----.~+-..- RX33, 1642, 39233, Teansaltting and raselving twin triode. 

2C2L/1642, 2C2L/RK22 
2C21/1642---..- See 2C21, 
2C21/8K22-~---. See 2C21, 
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2022 eeasesncc cn N16-T-52322---- Transnitting and rece{ving HF triode 
amplifier (siailar to 7193). 
See LOY. 
N16-T-52324-... Recelving UHF triode, 
Transaitting triode anpliftler. 
NL6-T-52326--.- Supersaied and replaced by 2C26A. 
NL6-T-52326-5.. Traasaitting UMF triode. 

Reselving sub-aintatura type triode, 
2C29--. we Receiving sub-sialature type triode. 
2C29--- e-- N16-T~52329--.. Transaitting UAF triode aaplifter, 
203 xseweecacsn NL6-T-5233] ---. Transalttiag UNF triode aaplifier, 
2C32--0--0--2 88 Transaitting UHF spectal purpose. 
2033 -2seedenes NL6-T-52333-... Grid controlled gas rectifier. 

C3 4--+----- 28. N16-T-52334.--- 


Transaitting tein triode-Yearest 


equivalent Srittah CVL3, DET 19. 


VI61, VT61A, and VT6LB. 
2C35---------.- N16-T-52335---. 


Receiving UNF triode oscillator. 
2036-~ 2-2-2. N16-T-52336-.-- Transaitting UXF triode (siallar 
to SB3464,8B). 
ROM diwenccncs N16-T-52337.-.~ Probeless version of 2036, 
2039~-----.2- N1L6-T-5233g-... Receiving UHF triode oscillator- 
Similar to 2¢39. 
2C039-H- cs nceun N16-T-52339-..- A 2C039+------..--- ZP572, GL572, Transaitting UUF triode oscillator. 
3XLOOALL/2C39 
2C39A--------.- N16-T-52339-20- 2C39A--------~~ ----~---~---------2-- Traasaitting UHF triode. 
2010~-----..-05 N1L6-T-52349---~ D 2C40-----------~ 27620, A2229A------~~ Resaivlag UNF triode (replaces 446, 
446A, and 446B). 
2C41~------..... N16-T-5234]-.-. Transaitting UHF trioje anplifier- 
oscillator, 
2C42---------.. N16-T-52342-~.- D Special 243, 
2C43----.22.2 28 N16$-T-52343---- DB Transzitting and receiving UHP triode 
atplifier (replaces 464, 464A. and 
2044)... 
2044-----~..--. N16-T-52344---. 


Transnitting and receiving UNF triode 
anplifter oscillator (sunerseded by 
2C43). 

Transaitting triode. 

Selected 2C43, 

Selected 2¢43, 

Special twin triode (designed to super- 
sede 7C5 for certain servo amplifier 
applications)-See 2C50, 

Pulse version of 2¢40. 

Ideatical to 2049 except triode connec 
tions are brought out independently. 

Justo miniature type twin triode 
(independent cathodes). 

See 5670. 

High mu double triode. 

High voltage triode. 

Ulotature type grid controlled gas 


N16-T-52346---- 
N16-T-52347---— 
N16-T-52343-.-- 


N16-T-52350--~- 


N16-T-52351-~--- D 


N16-T-52352---- 
N16-T-52353---- 
NL6-T-52421---- 


rectifier, 
See 2021, 
N1L6-T-52421-50- Ruggelized version of 2021, 
Recelviag Typa Spectal Purpose. 
N16-T-52429---- Sub-alalature type grid controlled 
gas rectifier, 
285------------ N16-T-52445---- Electron ray tuning Indicator 
(Type 6£5 characterigtics). 
N16-T-52451---- 


Receiving type spectal purpose. 

Tranatitting pentode. 

Transaltting-teaa power anpliffier, 

Transnitting tetrod amplifier oscillator 
(improved 65). 

Recefving beam power amplifier. 

Receiving subziatature type peatode 
(superseded by 2£29). 

Recetving subalntature type pentode. 

Recetving subainiatura type pentoda, 

Receivirg miniature filamentary type 
beam tetrode. 


NL6-T-52452---- E 
N1G-T-52454---- 
N16-T-52465---- 


N16-T-52466---- 
N16-T-52467-~-. 


N16-T-52469---- 
N16-T-52470---~ 


BES wccacwesscn NL6-T-5247L-~-- Subainiature radio frequency pentode- 
long leads. 

QE32eaccccwcsue NL6-T-52472--.. 2E32----------- S53AY---------------- Sutzinfature radio frequency pentode- 
short leads. 

2E35--------.-- N16-T-52475---- 2E35----------- 502AX~-------~--------~ Subsiniature power pentode-long 
leads. 
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N16-T-52475---- 2E36----------. 


Nl6-1-5217g---- 


2E42—------ 2. NL6-T-52479---- 


N16-T-52479-50~ 
N16-T-52490--.. 


NL6-T-52490-~.. 
N16-T~52491 ---- 
N16~T-52508---- 
NI6-T-52516---~ 
NL6-7-52520.-~- 
N16-T-52521--.. 


N1L6-T-52522--— BD 
NL6-T-52523--~~ 
N1L6-T-52524-.-. 
N16-T-52525---. D 
N16-T-52526---. tr 


2326--~--—----. 


N16-T-52527---- =p 2y27--------__- 


NL6-T-52528--.. 
N16-T-52529---~- 
N16-T-52530--.. 
N16-T-52531---- 
N16-T-52532---. g 
Nl6-T-52533~-.- 
N1L6-T-52534-~.. 
N16-T-52535---- 


H16-T-52536---- og 
N16-T-52537---- sg 


N16~T-52539--~~ E 
N16-T-52539~-.. 

N16-T-52540--.. E 
N16-T-52541---- 
N16-T-52542--~- 
N16-T-52542-5.. 
Ni6-T-52543-~~- 
N16-T-52544.-.- 
N16-T-52545---- 
N16-T-52546---~ 
N16-T-52547--.. 
N16-T-52549--~~ 
N16-T-52549---. 
N16-T-52550-~--~ 
N16-T-52551---~ 


Al21, A2LI6 
LYX, X6001, LD2, 


vvomnm 


N16-T-52552---- 


N16-T-52553-~-~ 


N1$-T-52554-~-- 


N16-T-52555~--- 
N16-T-52556--~- 
N16-T-52557--~- 
N16-T-52559---. 


N16 -T-52559---~ 
N16-T-52540--~. 
N16-T-52561---. c 


NL6-T-52561-5S-- 
N16-T-52562---- 


N16-T-52562-5-- 
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ELECTRON 
TUBES 


CLASS DESCRIPTION 


leads. 
Subainiature diode pentcde-long 
leads. 
Subsintature dlode pentode-ghort 
leads 
Saall cathode ray. Monogcone. 
Oscillator (zedicat ang surgical), 
Electron ray tuning indicator (type 
6U5/6G5 characteristics). 
Subsintature triode heptode-long leais, 
Subzintatura triode heptode-short leads. 
Ballast 
Phase mojulator for FM, 
Replace with 2J/21A, 
Transaitting UNF oscillator-“agnetron- 
Supersedes 2J21. 
Transsitting UH? oscillator-Yagnetron, 
Transultting UNF oscillator-Yagretron. 
Transnitting UEP osclllator-Hagnetren, 
Transaitting UHF oscillator-Magretran, 
Transzitting Var oscillator-Wagnatron 
(may be replaced with 2458). 
Transnitting UIF oscillator-Maznetron 
(may be revlaced with 2558). 
Transaitting UNF oscillator-“agnetron. 
Tranatitting UNF oscillator-Yagnetron, 
Transzitting UIF osclllator-Yagnetron, 
Transzitting UMP oscillator-Nagnetron. 
Tranuszitting UNF o3scillator-Yasnatron, 
Transtitting UAP oscillator-Magnetran, 
Transaitting USF oscillator-Magnetron, 
Transtitting UNF oscillstor-Yagznatecon; 
Obsolete. 
Transaitting UNF oscillator-Yagretron, 
Transaitting UF ossillator-"agnetron. 
Transtitting UF oscillator-Vagnatron 
(tunable 2337). 
Transzitting UHP oscillator-MYagnetron. 
Transnitting UNF oscillator-Yagnetron, 
Transaitting UNF osclllator-“aznstron. 
Transaitting UNF oaciilator-Yagnetron, 
Transnitting uz? oscillator-Magnetron, 
Magnetron. 
Transvitting 
Transnitting 
Transzitting 
Transnitting 
Transnitting 
Transaltting 
Transaitting 


Us? oscillator-Yagnetron, 
Uar oscillator-“Yagnetron, 
UHF oscillator-"agretron, 
UHF oscillator-Yagnetron, 
UdF oscillator-Magnetron, 
UES ouclllator-Yagnetron, 
UF escillator-Magretron. 
Transaitting UF oscillator-Yaznetron. 
Transuitting USF oscillator-Maenetron 
(tunable 725), 
Transzitting UNF oscillator-Nagnatron 
(tunable 2J22). 
Transtitting UN? oscillator-Magnetron 
(improved 725A). 
See 2353. 
Transnitting JAF oscilllator-Magnetron,. 
Transaitting UHF oscillator-Magnetron. 
Transaitting USF osclllator-Yaenetron, 
Transnitting USF oscillator-Yagnetron, 
Transaitting UNF oscillator-‘Jagnetron, 
Transmitting UXF oscillater-Yagnetron, 
Transnitting UNF oscillator-Yagnetron 
(tunable type 2J26-27). 
Transnaitting UdF oscillator-Magnetron, 
Transaitting JdF oscillator-Vagnetron, 
Transultting USF oscf{llator-‘agnetrone 
Replaces 7OSAY-DY inclusive. Obsolete. 
superseded by 2J61A, 
Improved version of 2J51. 
Transaitting UIP oscillator-Wagnetran- 
Replaces 70dDY-cY inclusive. Obsolete. 
superseded by 2J61A, 
Taproved version of 2/62. 
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STANDARD NAVY 
STOCK NUMBER 


eaeennncene NL6-T-525$4---- 


wescetcewce N16-T-52566--.- 


2J67----------- N16-T-525$7-~-~ 


2J69------.---. N16-T-525$9---- 


2J09----------~ N16-T-52559---- 


2J70--------.-. N18-T-52570---~ 
2U71----------. N18-T-52571---- 


2K26---------.- N16-T-52626---- Pp 
2K27-----.----. N16-T-52627--.- 
2K28-------.... NL6-T-52623---- 


N16-T-52529---- E 


N16-T-52631---- 


N16-T-52633---- 
N16-T-52634---_ 
N1$-T-52635---- 
N16-T-52636---~ 
t16-T-52635-50- F 
N16-T-52637---- 


N16-T-52641---- 
RL6-T-52642---- 
N16-T-52643---- 
N16-T-52644---- 
N16-T-52645---- D 
NL6-T-52646---- so 4G---- 2 eee Wk 
N16-T-52047---- OK 47-3222 e ee week 
N16-T-52648---- 
N16-T-52649---- 
N16-T-52650---- 


GX3243A 
9X3243B 


N13 ~T-52654--.~ 
NIS-T-52655---~ 


N16-T-$2698---- C7557A, LY1S--------- 


C73009--------------- 


16-T-52670---- 


N1L6-T-52820---~ | 
NL6-T-52322~---- G 


N16-T-52920---- 
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CLASS DESCRIPTION 


Forced alr cooled tunable magnetron, 

Type 2J41 without stabilizer. 

Transtitting UNF oscillator-“cgnetron. 
(Tunable 2530) 

Transaltting UdF osclllator-¥agnetron, 
(Tunable 2J31) 

Transaltting UIP escillator-Yagnetron,. 
(Tunable 2J32) 

Transaltting UIT oscillator-Yagnetran. 
(Tunable 2y33) 

Trangaitting USF oselllator-Yagnetron, 

Transsittiag UF osclllator-Yagnetron. 

Velocity varlation UNF oscillator, 

Velocity variation ur oscillator. 

Velocity variation UF oscillator, 

Velocity varfation UNF oscillator, 

Velocity vartation US? oscillator, 

See 2K25, 

Velocity varlation UNF oscillator. 

Velocity vartation UN? oscillator. 

Velocity variation SUF osctllator 
(equivalent to 707B except for height). 

Velocity variation UdF oscillator, 

Velocity variation UAF osc{llator, 

Velocity variation UUF oscillator. 

Velocity varlation USF oscillator, 

Velocity variation UIP escillator, 

Klystron, 

2433 with hand control knob. 

Velocity variation UA? oscillator. 

Velocity variatioa UaF oscillator, 

Velocity variation UNF oscillator, 

Velocity variation UNF oscillator. 

Velocity variation UYF oscillator, 

Velocity variation UNF oscfllator. 

Velocity variation UdF esclllator. 

Ioproved verston of 4178. 

Velocity variation USF oscillater. 

Velocity variation UHF oscillator. 

Velocity variation UNF oscillator, 

Velocity variation UEF oscillator. 

Velocity variation UHF oscillator, 

Velocity variation UNS oscillator. 

Velocity variation UEF oscillator. 

Velocity variation UHF oscillator. 

Velocity variation UNF oscillator, 

Velocity variation UUF escillator, 

Velocity variation UHF oscillator, 
Velocity variation UNF oscillator. 

Velocity varlation UNF oscillator. 

Velocity variation UHF oscillator. 

Velocity varlation UHF osclllater. 

Velocity modulation tube. 

Velocity variation UH oscillator. 

Television pick-up tuba. 

Sualler version of 2P21, 

Television pick-up tube. 

See 2X28, 

See CE213. 

See CE205. 

See CE206. 

See CE215. 

Phototubs (saze aga NU-2 except for 
basing). 

See 2S/4S. 

Ducdiote detector (obsolete). 
Phototube, 

Special purpose dio.» vacuua rectifier. 
Receiving diode rectifter. 

Receiving diode rectifter. 

Specfal purpose dioda vacuug rectifier- 
See 2X2A. 

See 2X2, 

Taproved 2X2. 

Ruggedized verglon af 2X2A, 

Obsolete-giallar to type 2X2. 

Receiving diode rectifier (obsolete), 
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N16-T-52990---- 


N16-T-53003---- 


N16-T-53030-~-- 


N16-T-53049--~~ 


0C3/VR105---~~- 
0C3/VR1508%----- 
0D3/VR150---~.~ 
0D3/VR150#----- 
P 


N16-T-52050--~. 
N16-T-53052---~ 
N1L&-T-53050--~-- 
N16 -T-S3062---- 
N16-T-53063-—-- 
N16-T-53064~~~. 
REL38------——-_ 


TR3SW--~---._. 


3-----------.-. 


3~4------------ N16-T-53070---- 


3-2543/25T----- 
3-25D3/25T¢---- 
N16-T-53030--~-- 
N16-T-53032---- 
3-40—---~-.---. N16-T-53090---~ 
3-50----------- N16-T-53100--~~ 
N16-T-53102---- 
3-SOA4/35T---—- 
3-50D4/35TC---- 
3-50G2/UH50--~~ 
3-50J4/534----~ 
3-50M2/UB51---— 
3-7542/75TL---- 
3-75A3/7STH---- 
3~-10042/109TL,- 
3-100A4/1LOOTH-~ 
3-10002/VTL27A- 
3-10023/227A--- 
3-100G3/327A-~- 
3~100H3/327B---~ 
3-150A2/152TL-~ 
3-150A3/L52TH-~ 
3-250A2/250TL-- 
3~-300A2/304TL~- 
3-300A3/294TH-~ 
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CE3A/8,C,D,E--- 41739, 79A, NU3, SOSA 


4G3A, GLO, #E3A 
CESA/Ba ane 5 


4B24-~--~-.... -- 38404, CE224-- 
5632/C3S 


3Al~--—-~.---_ 
3C23-—-~.---__ 


VR75-30, 38275~------ 
OA3, VR75-30, 33275-. 
OB3/¥R90, VRI0, 
VR90-30, 38290 
VR90, ¥R90-30, 38290 
OC3/VR105, VRLOS-30, 
38205, VRLOS 
VRLO5-30, 38205-~---_ 
VR15C-30, YR150, 33250. 


0A3--—----.--~- 
0B3------—- -___ 


0B3-------~--__ 


UK3108, 3158, E1LL98-~ 
UX310P, 3150, £1189, 
"2510, 

3DHP, E1325. 
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Recelviog diode rectifier (obsolete). 
Gas switching tube (TR). 

Xenon filled grid controlled thyratron, 
Thyratron, gas Triode,. 

See 5694, 

Gas phototube-See CE3D, 


Phototube. 
Phototube. 

See 3C23, 

Gas phototube-See IP3L, 

Phototube. 

See 3B27, 

See 4824, 

See 5632/C3J. 

Electrostatic storage tube. 

See 3Al. 

See 3C€23. 

See 3DPl. 

Special purrogse diode vasuuga rectifier 
(inactive), 

Rectifler (nedical and surgical). 

Ballast tube (obsolete). 

Unbased argon lasp (T-2). 

See 3C23, 

Photatube-See 

Diode voltage 
Diode voltage 

Diode voltage 


CE3, 

regulator. 
regulator. 
regulator. 


Diode 
Diodes 


voltage 
voltage 


regulator. 
regulator. 


Diode voltage regulator. 

Ruggedized 0C3 diode voltage regulator, 
Diode voltage regulator, 

Ruggedized CD3 diode voltage regulator, 
Hearing ald tube. 

Power ceasurenent lamp. 

See 310A. 

Transsitting USF oscillator (Canadian). 
See CV38. 

See NT98. 


See CV56. 

See REL30. 

See 1P31l. 

See CE3A/B. 

Receiving ballast tube. 
Ballast tube. 

See 15E. 

Receiving tallast tube. 
See AK24. 

See 3C24, 

Ballast tube. 

Ballast tube. 

Ballast. 

Ballast. 

Ballast. 

See 35T. 

See 
See 
See 
See 
See 
See 
Sea 
See 
Ses 
Sea 
See 
See 
See 
See 152TH. 
250TL. 
304TL. 
304TH. 
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TUBE TYPE STANDARD NAVY 
STOCK NUMBER 
3-30064/527--.. 
3-450A2/450TL-- 
3~450A4/450TH-- 
3~-750A2/7S50TL-- 
3-1000A4/LOOoT- 
3-1500A3/1500T~ 
3-2000A3/20990T- 
Aewece se. n ne 
3AL~---------.- 
3A4---~------ 2. N16-T-53140---- 
BA5-~----0--~-- N1l6-T-53150-.-- 
3A3GT----~.---. N16-T-53190--.. 
3AZQ-----~---.. NL6-T-53195-~-~ 
3APL------~---~. NLG-T-53190--.- 
SAP1/906P1---~- 
3APLA---------. N1L6-T-53190-50- 
SAP4-------..-- N1L6-T-53193---- 
3AP4/906P4--... 
ZAP5--------.-- N16-T-53194--~- 
3AP7---------.~ 
3APLI~--------~. 
3APLIA----+--.. N1L6-T-53201--.- 
334------~---.. 
3E5GT---~------. N16-T-53203---- 
387-~-----~.-~. N16-T-53207---~ 
3E7 Special---- 
3587/1291 ~--~~~~ N16-T-53207-S0~ 
3B21------~.~.- N16-T-53221---- 
3B22-------~--- N16-T-53222--.- 
3B23---------.- N16-T-53223---- 
3B24--~------.. N1L6-T-53224---- 
3324%---~----.. N16-T-53224-10- 
3B25--~---~----- N16-T-53225---~ 
3B26------~-~.. N16-T-53226---- 
3B27-~---~--..-~ N1L6-T-53227---- 
3B28----~-~-~.. N1L6-T-53223---- 
3B29-~------.-. N1L6-T-53229---- 
3B/SOLA-~-+--.. 
3BHP----~-.--.. 
3BP1---------.. NL6-T-53250--~- 
3BPLA-------... N16-T-53252--.. 
SSPLY-~-----.-. 
3BP4------~-+-. 
3BPS-----~.--~ - 
3BP7--------.-- N16-T-53264---- 
3BPLI--~~--~-~-- N16-T-53271-.-. 
3C--+--+----.-. 
3C5GT-~-------~ 
3C6-------~----. 
NL6-T-53321---. 
N1l6-T-53322---. 
3C23~---.------ N16-T-53323--.. 
3C24--------—.~ N16-T-53324--.. 
3C25~---------- N16-T-53325-~-~ 
3€26-------~-~. NL6-T-53326-~-- 


NAVY 
ALLOW-|CURRENT SERVICE 
DESIGNATION 


ANCE 
CODE 


,v oo 


r 
L 


3AL-----------. GL3Al-~-~------- 2-22. 


3APL/SCSPL, 250143, 
34XH, C7350. 


2501D3 


3B7—-~----~---~ 3B7/1291, 1291----——- 
357 Speclal---- -------.--------28 
387——~~~----~- 129] ---~------.--_.. 
3B21---~---~-.~ EL-302.5, 38401------ 
3B22----------- ELIC, 1C, 38405, 
CE222 

3B23------.--.- RK-22, 38222------.-. 
3B24----------. 732A, 7E732A,428T, 


CE230, 1299xQ. 


120-~--------_. ZB120, 38220, CL20--- 

3C22---------.- 522, GL522----------. 

3C23----------. GL3C23, CE3C23, CES1L 
NL3C23 

3€24--------... HR243, 25TG,3-25D3/ 
25TG 
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CLASS DESCRIPTION 


See 527. 

See 4S50TL. 

See 450TH. 

See 750TL. 

See LOOCUHF, 

See L500T. 

See 2000T, 

Gas phototute, see 1P31. 

Pentole ga3 rectifier (Ignitron, 
obsolete) 

Miniature type pentode amplifier, 

Miniature type twin triode. 

Receiving diode triode pentode. 

Ballast. 

Cathoie ray (electrostatie focus and 
deflection). 

See 3AP1, 

Zero Iblk version of 3APL. 

Cathode ray-obsolete (replace with 
3APL). 

See 3AP4, 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). 

Old Dunont 3AP5, longer persistence 
than present 3AP5. 

Cathode ray. 

Receiving, power pentode. 

Receiving pentode power aaplifier. 

Receiving UHF twin diode. 

Selected 3387/1291. 

Receiving lock in type UHF twin triode 
amplifier. 

Obsolete; replace with 3B22, 

Transtitting duodiode gas rectifier 
(nearest equivalent is 3B2L). 

Transaitting duodiode vacuus rectifler. 

Transzitting diode vacuum rectifier 
(modified 705A8,-~See 72). 

Ruggedized version of 3B24, 

Transmitting diode gas rectifier (Re- 
place with 3B28). 

Special purpose diode, 73 with uni- 
potential Cathode, See QK95. 

Transuitting diode vacuum rectifier 
(improved 836). 

Transaitting dlode gas rectifLer-sintlar 
to 3825, 3827, 936, 8664/8096. 

High vacuum clipper diode. 

See CV49, 

See REL3BX, 

Cathoie ray (electrostatic focus and 
deflection). 

Zero [Bt Version of 3BP1, 

Ruggelized version of 3BPl, 

Cathode ray (replace with 3BPL). 

Cathoite ray (electrostatic focus and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). 

See 4824, 

Recelving power output pentode, 

Racalving lock in type twin triode 
amplifier. 

Tranacitting triode-see 120, 

Transmitting UIF triode atplifter 
oscillator. 

Grid controlled gas rectifier (sintlar 
toa 393A). 

Trangaitting UNF triode (Type 25T 
with grid at side). 

Transaitting UHF special purpose. 

Transaitting USF triode azplifter, 
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3C27--------222 N1L6-T-53327--~. D 3C27----~-.----- CVL7G-~-- oe Transmitting triode USP oscillator, 
(sizilar to British CV55 and £1458). 

3C27A~-~~-~- 2. BC2T Amman nnn 3C27 designed for higher duty cycle 

3C27B---~---.. N1L6-T-53327-5-. SCR TB n-ne eens none enwecensnnnne ee 3C27 vith grid radifator, superseded by 

3C28~-------.2L N16-T-53328--_- BC2B--- nn nnn Transaitting uF triode anplifler (3¢24 
with 2 grid leads), 

3C29~--------.. N16-T-53329---. r 3C29-~~--~---.. 2P449---~----2 28 ~~-- Transaitting uyP triode anpliffier- 
Osctllator (superseded by GL522, now 
the 3€22), 

3C30~--~--.--22 NL6-T-53330--.. Fr 3C€30-~---~--.-. HD50~---~-----22 22 6.0 volt filazent verston of AY30Z, 

3C31---.--. NL6-T-5333} --.~ E 3C31/C13-~~-__ ClL8, C2393, ELcre.___ Grid controlled 333 rectiffer superseded 
by 5664, 

3C31A----~--.._ N16-T-53331-50- SC3LA~~ n-ne oo Grid controlled gas rectifier, 

3031 /C1B-~-.... N16-T-53333--__ E 3C31/C18-~~-._. ClB, ¢ Grid centrolles gas rectifter sunergeded 
by 5664. 

3C32---—~... -— Transaitting uF triode auplifier, 

3C33~-------. 22. N16-T-53334--.~ Transaitting, twin triode, 

3C34--~------ 2 Transzitting triste Dover anflifier- 
Oscillator (3024 with grid lead in 
base)-See HK-24, 

3C36~--~-.-.. —- NL6-T-53336--.- 3C36--~--~~~--~ R100} -------.--___ Transaitting UuF coaxtal triode ogcil- 
lator and amplifier. 

N16-T-53337---- D 3C37—-~-~~~~--~ 3X150A3/3C37------___ Transzitting triode, modiffled 3C27,a, 

N1L6-T-53345-~.- 8 845, 26547, 5137----. Grid controlled gas rectifier nodulator, 

N16-T-53350--.- 1803PL, C7510----.-__ Cathode ray (electrostatte focus and 

deflection). 

ag coe 1 a nd Cathode ray (electrostatic focus ana 

deflection) with decatconania inscrip- 
tion. 
1808P4--------- Cathode ray (replace with 3CP1). 
1803P7--~----.-.2 1 Cathode ray (electrostatic focus and de- 
flection) with decalconanta {ascription 

N16-T-~53406~—__ Fr 3D6/1299-~-~--__ Wr ttt ee Receiving UYF benatode anplifier (3icilar 

to 3LF4). 

N16-T-53408-~-. Fr 3D6/1299--~--.. 1299---------- 22 Receiving USF pentodje amplifier (sia- 

flar to 3LF4). 

N16-T-5342]--. D 3D21---+~-.-... D2l, ASOL5--~---_.__ Transaitting tetroje modulator, (super- 

seded by 30214). 
N16-T-53421-5. D ceoad nr raona= ~—«dTaproved Version 3021. 
N16-7-53422-~~. R6241 Grid ccntrolled gas rectifier (tetrode}, 
TB35---~~~----- Traassitting tetroie amplifier ogeil- 
lator (Lewis). 
i a eect ee ae Transnitting tetrode,. 
were tate cee el, Transnitting special purpose 
TAT semen enn ene See CY¥56. 

N1L6-T-53450--—~ Fr ZP526, GL 3DPL-----._ Cathode ray (electrostatic focus and 

deflection). 

N16-T-53450-5_- SDPIA~----- 2 2 Lo Zere Ibl version of 3DPL. 
3DPLA~32~-~--428 N16-T-53450.30. Zero Ibl version of 3DP1-Sl. 
3DP1A-$2---...0 N1L6-T-53450-40- Zero Ibl version of 3DP1-S2. 
3DP1-374~~-- 22 N16-T-53450-70~ Cathode ray sith decalcozania 

inscription. 
Totter ee 3D0PL with decalcomania inseription, 

N1L6-T-53450-60- 3OPL with decalconanta inscription, 

Cathoie ray (replaca with 3APL). 
Cathode ray (electrostatic focus and 
deflection). 

NL6-T-53470--.~ Old Dutont 30P5; longer persistence than 

Present 3DP5, 
NI6-T-53470-20- Zero Ibl versioa of 3D0P11. 
N16-T-53505-~—~ Mintature receiving pentode. 
Receiving lock-in type sharp cut-ore 
Pentode anplifier, 
Transaitting twin Pentode amplifier, 
Transaitting twin Pentode azplifter, 
N1L6-T-53529--.. E Transaitting twin pentoje anplifier, 
N16-T-53550---~ Cathode ray (electrostatic focug aad 
deflection), 
Cathode ray (replace with 3APL). 

N16-T-53607---~ tf Cathotze ray (electrostatic focus and 

deflection). 

N16-T-53609---- Zero Ibl version of 3FP7, 

N16-T-53650--~~ @ Cathoie ray (electrostatic focus ana 

deflection). 

N16-T-53651--~. 
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N16-T-53661---- 
N16 -T-53652-~~~ 
N16-T-53690---~ 
N16-T-53707---- 


N16-T-53712---- 
o~ NL6-T-53714---- 


N1L6-T-53721 ---- 

N16-T-53724---- 

N16-T-53730---- 

N16-T-53731---- 

N16-T-53735---- 

N16-T-53736---~- 
3 JP4------———~- 


3JP5--+------- —~ N16~T-53742--~~- 
N16-T-53745---- 


N16-T-53749---- 
N16-T-53750---- 
SIPLZA--—-~-~-— N16-T-53755--~~ 
3JP14---~-~. —— N16-T-53758---- 
NL6-T-53770---~ 
N16-T-53773---- 


NL6-T-53774——--- 


3K26----------~ 


3K27--~-~-~---- N16-T-53774-50- 
3K30-----~----- N16-1-53775---- 


N16-T-53782---- 


N1L6-T-53784---- 


N16-T-53734---- 
N16-T-53790---- 


N16-T-~53804---~ 


N16-T-53817---- 
NL6-T-53825--— 
N16-T-53360---- 


N16-T-53900---- 


3SP5--——-----.-- 
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CURRENT SERVICE 
DESIGNATION 


3JP12---------- 


5g ee ee ee ee ee 


3K22----------- XZA-8073 


3K23---~------- R5660201------------- 
3K24-----.—---- 


3Q5GT/G 
3Q5GT/G--- 
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CLASS DESCRIPTION 


Cathode ray (electrostatic focus and 
deflection). 


Old Dutont 3GP5; Lonser persistence 
than present 3GP5, 

Zero [bl version of 3GPL1, 

Zero [bl version of 3GPI1L. 

Cathoda ray (nagnetic focus and de- 
flection), 

Cathode ray. 

3HP7 with nedium long persistence 
screen. 

Traaszitting UNF oscillator-Yagnetron, 

Transnitting Wir cacillator-Yagnatron,. 

Transnitting UH? oscillator-Sagnetron. 


Transaltting USP osciilator-Nagnatroa. 


Transzitting UYF oscillator-Yagnetrona. 
Replace with 3/31. 

Transaitting UHF o3cillator-Yagnetron. 
Transtitting Ul?r osclllator-Yagnatron. 


Cathote ray (electcoatatle focus and 


deflection). 

Cathode ray (electrostatls focus and 
deflection). 

Cathode ray (electrostatle focus and 
deflection). 

Cathode ray. 

Cathsde ray (electrostatic focus and 
deflection). 

Cathode ray tube (electrostatic focus 
and deflection). 

Cathode ray (electrostatic focus and de- 
flection). 

Cathode ray. 

Cathode ray. 

Velocity variation UEP oscillator (ver- 
sion of 4108). 

Velocity variation USF oscillator (ver- 
sioa of 4102). 

Velocity variation UHF oscillator. 
Velocity variation UNF oscillator (3K21 
with Tuner). 

Velocity variation Ul? oscillator (3X22 
with Tuner). 

Velocity variation UHF oscillator (330 
with Tuner). 

Velocity varlation UBF oscillator. 
Velocity variation UNF oscillator (ver- 
sion of 4L0OR). 

Cathode ray (electrostatic focug and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray tube. 

Receiving lock-in type pentode pover 
amplifter. 

Receiving lock-in type bean power am- 
plifier (similar to 306/1299). 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray (electrozagnetic focus and 
deflection). 

Receiving ainiature type pentode aa- 
plifier. 

See 3Q5GT/G-Replace with 3Q56GT/G. 

See 3Q5GT/G. 

Recelving beam-power amplifter, 
Cathode ray (electrostatic focus and 
deflection). 

Cathode ray, (electrostatic focus and 
deflection). 

Cathode ray tube. 

Recetving ainiature type pentode am- 
plifier,. 

Cathode ray tube. 

Cathode ray tube. 

Cathode ray tube. 

Cathode ray tube. 
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N16-T-53743---. 
NLG-T-53968---- 
N16-T-53970---. 


342P7-~~---.-.. N16-T-53980--~. 
3KLOOALL/2039-— 

3X150A3/3C37--- 

3X2500A-~----—— N16-T-53990--- 


3X2500Al------- N16-T-53991---- 
3X2500A2~-----— NL6-7-53992--_- 
3X250043------- F16-T-53993---- 


3X12500A3~----. 
Army VT4B--.-— 
Arny VT4C----.. 
AW4--~-----.... 


CE4A/B, C, D---- 
CE4a/B---—-___ 


CE4C--~-.- ~~ N1L6-T-54004--.. 
CE4D---~-.-_. --- 


N16-T-54014--~- 
N1$-T-54039---- 
N16-T-54034-~-- 


BEB peceremeiow MEG ESROROR ats.» "OUR sceraconada euced., ct 
OZ4A----—----.. 024A/1003-~---- ----- 222222 n ne 
024A/1003--~--— N16-T-54040-10- 024A/1003------ 1093, CKLOO3, O24A--- 


024G-------~-.- N16-T-54041---- 


WE4J23--------. 
We4324--~-----. 


W24J45/720AY--- 
WE4J46/7208Y--- 
WE4J47/720CY--~ 
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Cathode ray tube. 

Cathode ray tube. 

Cathode ray, tro gun (electrostatle 
focus and deflection). 

Cathode ray, three gun (electrostatic 
focus and deflection), 

Three-gun cathote ray. 

Winlature typs pentode pover azplifier. 

Ballast. 

Cathode ray, two gun (electrostatic 
focus and deflection). 

Cathode ray. 

See 2039. 

See 3C37, 

Transaitting triode. 

Transaitting triode. 

Transaitting triode, 

Transuitting VIF triode. 

Transnitting Vie trioije-Forced air 
cooled, 

Transzitting, forced atr cooled triode. 

See Conzerctal 211. 

See 221. 

See VS68. 

Ballast tube. 

Gas switching tube (TR). 

Gas phototube-See 1P36. 

Phototube. 

See 4B24. 

See 4825. 

Phototube, replace with 1P36. 

Phototube. 

See 4238, 

See 4V. 

See 4¥B. 

Gas phototube. 

Receiving ducdiode. 

See 532, 

See 2029, 

Diode vacuum rectifier (siszilar to 
F606). 

Ballast tube (obsolete). 

See 4R8S, 

See 4¥B, 

Cold cathode gas trio2e. 

Receiving diode gaseous rectifier, 

Receiving diode gas20us rectifier, 
Duodiode gaseous rectifier, renlice sith 
024A. 

See 024A/1003. 

Duodfode gaszoug rectifier 024 with 
increased current rating, 

Duodiode gaseous rectifier, 

Special purpose triode vacuua control 
tube. 

Power seasurement lamp. 

See 4D32, 

Cold cathode neon discharge tube. 
Vacuua phototube. 

Neon bulb (cedium screw dase). 

See 4A, 

See 48, 

See 4J21, 

See 4J22. 

See 4J23, 

Sse 4324, 

See 4J25, 

See 4J26, 

See 4J27, 

See 4J28, 

See 4J29, 

See 4J30. 

See 4J45, 

See 4346. 

See 4J47, 

Ballast tube (Philco). 

Pulse tetrode. 
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NAVY 
| TUBE TYPE STANDARD NAVY {ALLOW-[CURRENT SERVICE OTHER NUMBER CLASS DESCRIPTION 
STOCK NUMBER ANCE DESIGNATION 
CODE 
t16-T-54048---~ 4-65A-—-------- --------~--------- Transaitting tetrode. 
N16-T-54050--—- 4021--—-------- ----------------.-_.. Tranavitting tetrode amplifier oscllla- 
tor, 
4-250A-------~- N16-T-54065~---- 5D22--~-~------- X-117------~-~-------+-- Transaitting tetrode amplifier oscilla- 
tor. 
4-400A------... F16-T-54067---~ Transaitting, forced air cooled tetrode. 
4-7T50A---~----~ Trangaitting, tetrode (obsolete) 
superseded by 4-LOQOA. 
4-1000A------.. N16-T-54075-~~~ 


N16 -T-54090-~-- 
NL6-T-54100---- 


NL6-T-54105---~ 


N16-T-54150---- 


~--- N16-T-54222---— 


4223----------. NL6-T-54223--—~ 
4B24----------- N16 -T-54224---- 
4B25---~---.--~ N16-T-54225---- 


4B26----------. NL6-T-54226--—— 
4B27----~------ N16-T-54227---- 
4529--------..-. N16-T-54228--~~ 
4B30----------- 

4B31----------- N16-T-54231---- 


N16-T-54232---- 


N16-T-54235---- 
4B36----------- N16-T-54236---- 


4021---------.. N16-T-54321--~- 
4C22--------.~- N16-T-54322---~ 


4C22/HFLOO----~- N16-T-54327---- 


N16-T-54330---- 


4C33--~-------- NI$-T-54333---- 


4C35----------- N16-T-54335--—— 


N16-T-54336---- 


N16-T-54421---~ 


4D22----------- N16-T-54422-~--- 
N16-T-54423---- 
N1L6-T-54424---- 
NI46-T-54426---- 
NL$-T-54427--~- 


4B22-------—--- EL582.5, 38402, ELSB- 
EL58HD, 38403------. —_ 
4B24--~------~- ELIC, 3C, 39404, 
CE4B24, CE224, 
4B25----------- 33574, 38674A,6CF, 
> EL6OCF, #L670A, 
CE4825, CE221. 
4B25----~------ ------------~-----+---- 
4826----------- RCAZ000, 189049, F60 
{Allen), WE289A, R6A 
38116, WL289416D, 


J213AAA,CE226 

4B27-----~----- 1$%397,38397,1297, 
CE201 

4B28----------- GE189049,CE225, 
#1289414. 

YSRo25 So se 

4331--—--—----- Qxg9------ 


4B32---------.-~ 


HK953B-----------.--. 


4B35----------- 12X825, 964626, 
WE327A 

4B36----------~ 20X672,859433, Tungar 
SA 

211------------ Coanerctal 211, 


Commercial 211 
Special, Army VT-4C 


4(22/HF1C0----- RX51, HF1O0, CLOL, 
PLSO 

4C22/HF100----- X51, 4F100,C101,P150- 

4C23----------- -------------- 2-2. — 

BV12/T814------ --------------------- 

wo---- 54B--------------2--. 

REL7,NT99,9026,CV92, 
£1232,CV92/4C27 

4C28----------- 4(27---------~------- 


4€35~----------- 2G529, H350,R210, 
GL529 


+ 62997, 1B7L--------~- 
4827----.--~---- AX2578, 7B-------..-- 
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Transaitting power tetrode. 

Ballast tube. 

Ballast tube. 

Receiving twin triode anplifler. 

Ballast tube. 

Cathode ray (magnetic focus and de- 
flection), 

Cathode ray (agnetic focus and de- 
flection). 

Ballast tube. 

Duodiode gas rectifier (standard duty). 

Duodiode gas rectifier (heavy duty). 

Duodiode gas rectifier. 


Duodilode gas rectiffter-£L-6C elec- 
trically same; has different base. 


See 4825. 
Diodje gas rectifier. 


Duodiode gas rectifier. 
Diode gas rectifier. 


See I5R. 

Transaitting diode clipper-rectiffier. 
Transaltting diode gas ractifier. 
See 953B. 

Diode gas rectifiar. 


Diode gag rectifier. 


Type 211 with low grid current Linits, 


Trangnitting triode anplifter ani o3cil- 
lator {similar to LOOTH. RK38. and 
HK254). 

Transaitting triode aupliffier and 
oscillator (Siailar to LOOTH. RX3a. 
HE254). 

Transnitting speciil purpose. 

Transnitting special purpese. (Sea 
HVL2). 

See HK54, 

Transaitting triode. 

Transaltting triode (British). 


4C27 without shield. 

See 15E. 

Transaitting triode acplifler modulator, 

Transzitting UEF triode-forced air 
cooled. 

Transzitting triode (atallar to HF300). 

Grid controlled gaz rectifler modulator. 


Grid controlled gas rectifier xodulator. 

Transnitting trioda. 

Trangaitting tetrode UNF oscillator 
amplifier. 

Transaitting VHF beam power acplifier. 

Trangaitting tetrode. 

Transnitting VHF toam power anplifter, 

Gamma counter tube. 

Tdentical to HK257 (9901), except 
3/4-inch shorter in height. 

See 4¥B. 
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-- N16-T-54509--._ 
NL6-T-54521-—.. 
N16-T-54522--_. 
N16-T-54523--.. 
N16-T-54524.-.- 
N1$-T-54525--.. 
N16-T-$4525--.. 
N16-T-54527-.-- 
NL6-T-5452g--.. 
NL6-T-54529.--_ 
NL6-T-54539.-_. 
N16-T-54531---— 


N1L6-T-5 4532... 
N16-T-54533--_. 
N16-T-54534.__ 
N16-T-54535---_ 
N1L6-T-54536-... 
NL6-T-51537-_.. 
N16-T-54533.-._ 
N16-T-S4539_-__ 
NLG-T~54540-~~- 
N1LG6-T-5454)---- 
NL6-T-54542~-.- 
N16-T-54543-.__ 


4]44----.--- N16-T-54544--__ 
4J45-------- 


4345/720AY----- N1L6-T-54545--_. 
4446-----.--2 2. 


N16-T-54546-.-_ 
N16-T-54547-... 


N16-T-5454g--~. 
N16-T-54550-~~- 
N16-T-5455]~~-- 
N16-T-54552---~ 


N16-T-54554.-.- 
NL6-T-54555.-.. 
N16-T-54556--.. 
N1&-T-54557~--- 
N1L6-T-54553-.._ 
N16-T-54559.-.— 
N16-T-54550--.- 


N16-T-54561---_ 
N16-T-54562--.. 
N16-T-54563..-. 


4J64--------2 2. N16-T-54564-.-_ 
4JO5----- 2-588. N1L6-T-54565--~- 
4570-77 


NL6-T-5457g3.... 
NLO-T-54634~-.~ 


ie N1L6-T-54650--.- 


N1L6-T-54900--~_ 
N1L6-T-54950-~~- 


SeVguVn0us 


Venous 


vou 


Wl4J521, 
WE4J22, 
WE4J23, 
WE4524, 
WE4S25, 


1440-8, 700T------._. 


C4S45/720AY, 
4J45/720AY, 13790 


4J45--------228 WE4S45/720AY, L379N-- 
4546---~--- 28. 8£4546/7203Y, 
4J46/720BY, 1379M 
4J46--------2. W24546/7208Y, 13794-- 
4J47------22-.. W54J47/720CY, 


4J47/720CY, 1379" 


worn --- 22k 4R35, NU4R35, SSAL, 
CE4RBS, G12. 


4GS#, G5 


N16-T-55000--~. 
N16-T-55010-~~. 
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Ballast. 


Transnitting UdF oscil lator-MNagnetron, 
Transaittiag UHF oscillator-Yagnetron, 
Transaitting U4P osctllator-Yazretron, 
Transalttiag Wir oacillator-“aenetron, 
Tranasitting UIF o3stllator-Yagnetron, 
Transsitting Ure oacillator-“agnetron, 
Tranasitting Ur oscillator-‘taznetron, 
Transaltting UaF oscillatcr-Maznetroa, 
Transaitting UHF o3cillator-Nagnetron, 
Transaltiting UNF oscillator-Yagnetron, 
Magnetron. 

Transaitting UH? oscillator-Yagnetran, 
Magnetron, 

Magnetron. 

Magnetron. 

Magnetron. 

Transmitting UHPF osctllator-“agnetron, 
Transaitting UHF oscfllator-Yagnetron, 
Transaitting UF oscillator-Yaznetron, 
Transnittiag USP osctillator-Yagnetron, 
Traasaltting UNE oselllator-Magnetron, 
Traasaitting CHE oacillator-Y%agnetron, 
Tunable type 700 magnetron, 

Magnetron, 

Transaitting UNP oscillator-Yagnetron, 
Magnetron. 

Magnetron (supersedes T20AT). 


Magnetron (supersedes 720AY). 
Magnetron (supersedes 720BY), 


Magnetron (supersedes 720BY). 
Uagnetron (supersedes 720CY). 


See 4J47, 

Transaitting UHF oscillator-Yagnetron. 

Magnetroa-Supersadeg 728-Tunable 728, 
Transnitting UNF oscillator-Yagnetron, 

Transzitting UNF oscillator-Y4agnetron, 
Transaitting UNF oscillator-Yagnetron, 
Traasnzitting UNF oscillator-Yagnetron, 
Transaltting UHF oscillator-Yagnetron. 

Trananittiag UMP oscillator-Yagnetron. 

Transnitting UdP oscillator-Wagnetron, 
Transaitting UH? oscillator-Yagnetron, 

Magnetroa. 

See QX59-62, Magnetron Serles-Volified 
QK-59-62, 

Magnetron. 

Magnetron, 

Magnetron. 

Magnetron, 

Magnetron, 

Transaltting UNF oscillator-~dagnetron, 
4350 except for frequency. 

Velocity variation VaF oscillator. 
Type 135 Square wave generator. 

Ganza counter tube, 

Gas phototube. 


See 2S/4S, 

Gas phototuse (sane ag 4285 except for 
basing). 

Vacuun phototube. 


Transuitting tetroje-water cooled, 
Phototube, 


Transaitting tetrade. 
Traasaltting tetrode. 
Transaitting UNF tetrole-Forced air 
cooled. 

See VR54(Br.). 

Ses VULLL. 

Ballast tube. 

Superseded by C6A~Realace with C6A. 
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NAVY 
ALLOW- 
ANCE 
CODE 
r 
Gas phototube. 


Phototube, 
Soecececes See 5BB. 
Phototube. 
pteletetetetetettne Phototube. 
jaw nen See 5WB. 
pote eee e-ene Grid controlled gas rectifier. 
Aawenccnnwee See 3J31. 
See 4B22, 
See 4822, 
See 4623. 
See C5A. 
See C5B. 
Electrostatic storage tube. 
Gas phototube. 
See 1B352/532A, 
See 532, 
See 5FP7. 
Receiving power aaplifier pentode. 
Unbased argon lamp T-2, 
See 53B. 
See 588, 
Cold cathode relay tube, 
Power teasurezeot lamp. 
See VT93(Br.). 
Sce 4836. 
Vacuus phototube. 
See 5B. 
See CéA. 
Ballast. 


Receiving RF power amplifier-zintature. 


ELECTRON 
TUBES 


STANDARD NAVY 
STOCK NUMBER 


CURRENT SERVICE 
DESIGNATION 


nna enec enna N16-T-55020---- jn-a--------- 1552, 


CESL 


FLC5B, 5C30, Grid controlled gas rectifier. 
3 


EUSGC--------.. N16-T-55030---- 


N16-T-55050---- 
NL6~-T-55060---. 


tataietetetereene 53A8, CESAB, NUSAB--- Gas phototube. 
SAPL-----~-~--- N16-T-55109---- F SAPL--~-----~--- 1905Pl ~~~ --~-- Cathode ray (electrostatic focus and 
deflection). 
SAPLA---~--~..~ N16-T-5519C-50- SAPLA~~~--~---- ------ 222 -- Cathode ray tude. 
DAP4-----~----~ 5AP4----~--~--. 1805P4, SAP4/1905P4-- Cathode ray (replace eith 5APL)-obgolete 
SAP4/1805P4~--~ SAPA-~---- n-ne n= ~~ ~~~ ene nk See SAP4. 
5AZ4-~-----~-.- NL6-T-55103~~-. SALA n~-- nnn nee eee Leck-in version of SY3GT. 
5B--~--------.- N16-T-S51L10---- 5B---- Ballast tube. 
582.Sesae>sn0<~ 4822-- See 4822. 
5821------+-.-. NL6~T-55214---. 5821----------- G633,R15A, 217233, Diode gas rectifier. 
766776, CE235, 2133 
33674-----~---~- 45X674, 1674-----._.- " Duodiode gas rectiffLer-Replace with 4325 
9530----------- HK953D---------2-. 22 See 953D. 
53B------------ G168, 53A8B, CESga, Gas phototube. 
NUSBB 


Ballast tube, 
NL6-T-55119-.-- I SOP1-------~---. 2P480, 252545, Cathode ray (electrostatic focus and 


1302PL, (SHPL). deflection. 


N16-T-55119-.-- SBPLA 


eaten ee Zero [bl verston of SGP1. 
BGP asancwmwcseeelewes Contact ray (replace with 5BPl). 
N16-T-5512}---- SBP2~----~----- 222 eee Cathode ray (electrostatic focus and 
deflection). 
5BP2A--------_. HL6-T-55121-50- SBP2A-~-------= ~~~ ~~~ ~~ 2 Cathode ray tube. 
SBP4-~--~--~-.~- N1L6-T-55124---- T 5BP4---~---~--- 2525 


85,1802P4,(S5HP4), Cathode ray (replace with SBP1)-obsolete 
ZP4S3 


5BPS--------.-. NL6-T-55125..-- 


Cathode ray (electrostatic focus and 
deflection). 


Cathode ray tube, 
Cathode ray tube-Canadtan 


Old Duzont SBPS; longer persistence 


N16-T-55125~30- 
N16-T-55125-590- 


than 5BP5. 
SBPLLA-~------.~- N16-T-55126--.. Cathode ray tube, 
SC21l-~-------~-- Grid controlled gas rectifier, 
5C22--------~.- NL6-T-55] 29---. D 


Grid controlled gas rectifler. 


ELMAC. 
5C24---------- N16-T-55129-30-- Transzitting triode, 
5C27-----~-+-~--- See 227A, 
5C30----------- 


See C58. ‘ 


See 327A. 

SCPL----~------ N16-T-551 31---- J Cathote ray (electrostatic focus and 
deflection}. 

5CPLA---------- N16-T-55132---. 


Zero [bl version of SCP. 
Cathode ray tube. 
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NL6-T-552 34_.0 


NL6-T-55135____ 

NI6-T-55135_25_ 

arene en, NL6-T-55137..__ 
SCP7A----..-- N16-T-55137-25_. 
SCPL1-----~.2.. RL6-T-55137.59_ 
SCPLIA--~-- N1L6-T-55137.55_ 
SCPL2-~--- 2.2 NL6-~T-55] 39... __ 
S5CP12A~~~-__ 2) N16-T-55139_... 
5D2L-~~~ 2. N16-T-5522) -___ 


5D22------ NL6~-T-55222.._. 


N16-T-55223___. 
N16-T-55224.._. 
N16-T-55226-__. 


N16-T-55229____ 


N16-T-5523}._._ 


con-~ NI6-T-55244____ 


N16-T-55244.5__ 
SFPS-~~--. N16-T-55245____ 
SFP7--~~-.2 288 NL6-T-55247____ 
SFPTA--~~-2. N16-7-55247-5__ 
SFPLLA---____ N16-T-55249.5__ 
SFP14----22 2. NL6-T-55249.___ 
S5GPL~--~~.. 2. N16-T-5525)-.__ 
5-H4----- N16-T-55254.___ 
SHPL~----22 000. NL6-T-5526]-___ 
SHPLA~-~--- 2.2. N16-T-55261-5._ 


SHPA~~--—--____ ng f 55064... 


tree ee eee 416-T-5532) -._. 
Sete N16-T-55320____ 
teen eel. NL6-T~55323._. 
tte. NL6-T-55324.... 
tate e en NL6-T-55325-_.. 
Sanne ee N16-T-55326...- 

wana n-ne. NI6-T-55799.- 2 
saat anne el N16-T-55330._.. 
qeteee-- eel NL6~-T-5533)-... 
5J32--- 0-2. N16-T-55332-... 
5S33~0---- N16-T-55333_-.. 
SJPL~~-.. tows N1L6-T-55341-_ 2 
SIPLA-~~-- 2 NLO-T-5534125__ 
5SP2----- 2. N16-T-55742.___ 
SJP2A-~-- NL6-T-55343-5_. 
SSP 4--5-- N16-T-553 44.02. 
SIP AAw nn NL6-T-55244 59. 


NI6~T-55345._ 


SUPSA~~.2 2.22 NL6-T-55745- 000 
SIP7T 2 - NI6-T-55247.... 
SUPTA------ 2. NL6-T-553 93... 
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Men prnaeeee ee sete ae a 
POON Rare a Ss a 
Sais entra eo 
5D22---~-- 2 XLL7, 4-250a----.__ —_ 
-5D23--~---2 RK65-~-—— 
5D24~~---- 2222. 

FORA ae ace cae TS 
SE1----- Warten renee 
SEP ------ Totten nee 
SEPT tras aa OS 
a aaa 
SFP4----___ Wt tere 
Scere Ca 
SFPS~----__ 1912P5-----2 2 
SFP7~---~11 1312P7, GL475, c7474p 


GLSFP7, 2P475 


SHPI--------2 2. €7593~~------ 
SHE Minato cd Sn 
SHP4~---—2- 1 C7512-~---- 


2P579, FS79--.-.-____ 
5530--~----22.. 2P590, F599.----..__- 
5S31-~~-~--- 2 2P534, F534---.. 20 
5J32-~-----_ 26 46------- 
5J33--------._. 2P676, 2$76---_____. 
5JP1~~---~-. 2. 2529A5------- 
lbatieua fate oe 
PUR Arena caw aas 252985------ 
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Cathoje vray (replace with SCP1)-obsolete 
Cathode ray (electrostatic focus and 
deflection), 


Cathode ray tube, 

Cathode ray (electrostatic focus and 
deflection), 

Zero [b} version of Scp7, 

OLL Duzont SCPS5; Longer Persistence 
than present 5cPS, 

Cathode ray, zero [bl version of SCPLI. 


Cathode ray (electrostatic focus and 
deflection), 


Cathode ray tube, 
Selected type 7153, may be replaced by 
71SCc. 
Transaitting tetrode UNF anplifier 
oscillator (similar to 2024). 
Transaitting tetrote porer anplifier, 
Transaitting tetrode, 
Cathole ray (electrostatic focus and 
deflection), 
Ballast tube, 
Cathode ray (electrostatic focus and 
deflection), 
Cathode ray felectrostatic focus and 
deflection), 
Cathode ray, magnetic focus and 
deflection, 
Cathode ray tube, 
Cathote ray tube (Magnetic focus and 
deflection). 
Cathode ray (magnetic focus and 
deflection). 
Cathota ray (naznetic focus and 
deflection), 
Cathode ray tube, 
Cathode ray tube. 
Cathoie ray (nagnetic focus and 
deflection), 
Cathode ray (in Navy equipment replace 
with 5BP1), 
Ballast tube. 
Cathode ray (Tyae Sppy with nfcanol 
base), 
Zero [bl version of SyP}, 
Cathole Pay (replace with SHPL); 
obsolete, 
Traasaitting UNF o3elllator-vagnetron, 
Transiitting UNF Oselllator-“aznetroy, 
Transzittiag UUPF osctllator-Yaznetron. 
Traasaitting UNF o3cillator-Yagnetron, 
Transzitting Ur ossiilator-~"agna tron, 
Tunable 4J21-30 Wagnetroa, 
Transritting UNF OSsillator.cy 
magne tron-Sunerseded by 2675, 
Transaitting UHP Osclllator.cy 
magnetron-Ibsolete, Suoerseded by 532, 
Transnitting UHP Oscillatorcy 
magnetron-Obsolete, Superseded by 5433, 
Transaitting UHP oscillator-cw 
magne tron~supersedeg 5330, 
Transaitting UHP osclllator cr mage 
netron-Supersedeg SJ31. 
Cathode ray (electrostatic fosus and 
deflection), 
Cathode ray tube, 
Cathode ray (electrostatic focus and 
deflection). 
Cathode ray tube, 
Cathode ray (replace with SUPL). 
Cathode Tay tube, 
Cathoie ray (electrostatics focus and 
deflection), 
Cathode ray tube. 
Cathode ray tube. 
Cathoie ray tube, 
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anna NL6-T-5535] ---— Wet etane ooen anno ene 


O13 Dunont SJPS; longer persistence 
then present S5yp5; 

Settee se 2e nee n ee Cathode ray tube. 

4292, 5K40/420-- Velocity varfation osefllator anplifter, 
Pe eee (© ge BRAG roan eats Cue fae See 5K40, 
SLPI-~--- 22. N16-T-5536]---. Fr 251 1LAS---------- 2-2 Cathode ray (electrostatic focus and 
deflection). 

Wao tmatassenae------- Cathode ray tube, 

2511B5-------- 2-1. Cathode ray (electrostatic focus and 
deflection), 

Cathode ray tube. 

Cathode ray (redlace with SLPL). 
Cathode ray (electrostatic fosus and 
deflection). 

Cathode ray tube. 

Cathode ray (electrostatic focus and 
deflection), 

Cathode ray tube. 

Old Dunont SLPS; longer persistence 
then present SLP5, 

Cathode ray tube. 

Cathode ray, potentiozeter, 

Cathode ray (electrostatic focus and 


SIPLLA~-5- no N16-T-55351-5.. 


SLPLA~-~~—.—_ N16-T-55361-50- 
SLP2----.-. NL6-T-55362-_.- 


NI6-T-55362-S-- = SLPOA-— ne 


N16-T-55345--.. 


N16-T-55356---. me eee Ss 
NL6-T-55367-..- 


N16-T-55369-... 
N1L6-T-55367---. 


SUPILA--~~-~~__ N16-T-55370--.. 
SLRPI~~-~--~-__ 


N16-T-55371---. 


deflection), 
SUP 4.35005 2505D5--~----.- i Cathode ray (replace with SPI). 
SMPS------.-- 2 2505C5 Cathode ray (electrostatic focus and 
deflection), 


SUPL1---~----.. TTT STs cess enenwenewee Old Dunont S4PS; longer persistence 


than present 54P5, 

N16-T-5533]---. Pr SNP1-------...2 Old Sylvania 5BP}---. Cathote ray (SBP] with restricted gun 
length}. 

Cathode ray (replace with SNPL). 

Receiving duoitote rectifier. 

Receiving duodisie rectif for, Ruzgedized 
version of SRacy. 

Cathode ray tube, 

Cathode ray tube. 

Cathode ray tube, 

Cathode ray tube. 

Cathode ray tuba, 

Cathode ray tube. 

Cathode ray tute. 

Cathode ray tube, 

Cathode ray tube. 

Cathode ray tube. 

Cathode ray tube. 

Twin cathode ray {electrostatic focus 
and deflection). 


N16-T-55444-... 
N16-T-55446-___ 


N16-T-55459---_ 
N16-T-55450-2-. 
41$-T-55450-5_- 
N1&-T-55450-7-. 
N16 -T-55450-10. 
t1$-T-55450-14. 
N1L6-T-55450-30. 
N1$-T-55450-32- 
NL6-T-55450-42. 
416-T-55450-S0- 
N16-T-55450-51- 
NL6-T-55451-... 


5$P2-~--~-.- N16-T-55451-20. Twin cathoie ray (electrostatic focus 
and deflection). 

ere, Reece att a ee Tain cathote ray (electrostatic focus 
and deflection). 

5SP5-~--~---.. N1L6-T-55451-30- SSPS~—-—~-—- son Cathode ray tube. 

SSP7--~---. N16-T-55452-.._ Twin cathode ray (electrostatic focus 
and deflection). 

SSPLI------.... N16-T-55453__._ SSPL1~------- 25 - ee Twin cathode ray (electrostatic focus 

. and deflection). 
S5T4------. 22288 NL6-T-55454-- 8 Fr ST4--~-~ 22-2 Receiving duotiodje rectifier. 
STP4-~------.-.. N16-T-55458..-- 


Cathode ray, nirror backed projection 
(electrostatic focus and magnetic 
deflection). 

Recelving duodiode recttf ler (stnilar to 
523, 5T4 and British Vu7L), 

Obsolete (superseded by SU4aG). 

Ruggedized version of 5U43, 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray tube. 

Cathode ray tube, 

Receiving dusiiote restifler (nearest 
equivalent is 5u4G), 

Type 5SV4G with micanol base. 

Cathode ray (electrostatic focus and 
deflection). 

Receiving duodiode rectifier, 

See S313T/S (rezlace with 3457/3). 

See 5¥4CT/G. 
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N1L6-T-55464--~_ L 


N16-T-55467---. 
SUPL---~---~--— N16-7-55479.___ 


N16-T-55470-10- 
N16-T-55470-60- 
NL6-T-55474---. og 


SV4GY-------_ N16-1-55479--_- 


S¥4------ 2-2. NL6-T-55540---.  g 
5#4G-~------ N16-T-55543---. 


August 1950 


SWPL5.-~~~.--.. N16-T-55550---_ 


5X2P1-------__ N16-T-55620~~.. 


SX2PS-------____ N16_T_55624____ 


$%3------... —~- NI6-T-55630---. 
5X3P1------.__ N16-T-55632-—_. 
5X3PS$--—---.-_. 
5X3P11~-----._ -- 
5X4G--+-----__. N16-T-55640---_ 
SX4GT----~--__. NL6-T-55645--_. 
5XP1-----.-... -- 


5XP2-------_.__ 


5XP7--~-~--..__ 


SEPLL-------.2. 
5Y3G-~------... N16-T-55733--.. 
5Y3GT--~---..._. 
SY3GT/G---~--.. NL6-T-55735---- 


SY3P4---.-_-. 
SY3P5--~----.. 
SY3PI1-------.. 
5Y3aGT------._. N1L6-T-55739--.. 
SY4G-------.. NL6-T-55743.-~- 


—~ N16-T-55744.~-.. 
Salata etal ad N16-T-55310--~- 


iatatahetatertts N16-T-$5920...- 


5Z2P5--------.- NL6-T-55923---- 


N16-T-55925.... 
N16-T-55928---~ 


Nl6-T-55929--~. 


N16-T-553390-.-. 


NL6-T-55340--.. 


-- Nl16-T-55343_... 
5Z4GT--~--.--., 


Recetving dustlode rectifier (siafllar 
to S¥3GT,5V4G,524GT). 


wean ee S3AI8,9L739,4cTP, Gaa phototube. 
CESWB, NUS#B, G4. . 

SUPLL~nnn enn 8 Cathode ray, metal backed (electrostatic 
focusing and magnetic deflection). 

SWPL5~------ ee oe Cathode ray, metal backed (electrostatic 
focusing and magnetic deflection). 

SK2PL---~- ee ~~ Cathode ray, dual gun (electrostatic 
focus and deflection). 

Ce Cathode ray, dual gun (electrostatic 
focus and deflection). 

SI2PR----- ne Cathode ray, dual gun (electrostatic 
focus and deflection). 

SX2P$-~--—— 8 Cathode ray dual gun (electrostatic 
focus and deflection). 

5X3-~------ ee oe Recetving duodlode rectifier (statlar 
to 80, 83V¥). 

SKSPI ~~~----- ~~ 2 Cathode ray, trisle gun (electrostatle 
focus and deflection). 

SR3P$-----..--. ee teen nnn Cathode ray, triple gun {electrostatic 
focus and deflection). 

SXSPL1~~------- =e Cathode ray, triple gun (electrostatic 
focus and deflection). 

DRAG--- nnn oe Receiving duodiote rectifier (Type 523 
characteristics). 

A Receiving duodiode rectifier. 

SEPL—~~-~~-- oe Cathode ray tube, high voltage, hich 
Sensitivity (electrostatic focus and 
deflection. }, 

DEP2~--— ~~ Cathode ray tube, high voltage, high 
sensitivity {electrostatic focus and 
deflection.). 

SXPT-~--------~ 22-2 


Cathode ray tube, hich voltage, high 
sensitivity (electrostatic focus and 
deflection.) 

SHPLL------- 2 2 Cathode ray tube, hizh voltage, high 

sensitivity (electrostatic focus and 


deflection.) 

ST3G---~------- ee See 5¥35T/3; replace with SY3GT/G. 

ST3GT/G-------- -2 See 5Y3GT/c. 

SY3GT/¢ Receiving duodiode rectifier (stntlar 
to S84GT/G, Sv¥4c). 

SE3P1~---~---2- oe Cathode ray tube-triple gun. 

SY3P2--~--.-... 2 Cathode ray tube-trinte gun. 

SIS P@ssceeeees ee ccc Cathode ray tube-triple gun. 

SYS PS acne ni eesc Pe Cathode ray tube-triple gun, 

SY3PL1--------- 2. Cathode ray tude-triple gun. 

SY39GT-- Ruggedized version of 5Y36T. 

SEAG-~--- ee Recelving duoiiode rectifier (Tyne 30 
characteristics). 

SUaGT--- nn Receiving duodiode rectifier, 

522Pl-~-------- ~.2.-- Cathoie ray, dual gun (electrostatic 
focus and deflection). 

5Z2P2--------0. 218 eee enen ne Cathode ray, dua} gan (alactrosztatic 
focus and deflection). 

522P4——~- nn Cathode ray, dual gun (electro3tatic 
focus and deflection). 

5Z2P5--~------~ ----- 2-22 


Cathode ray, dual gun (electrostatic 
focus and deflection). 

Cathode ray tube-dual gun. 

Cathofe ray, dual gun (electrostatia 
focus and deflection), 

Cathode cay, dual sun (electrostatic 
focus and deflection), 

Receiving duodiade Testiffer (su4G 
characteristics). 

Cathode ray tube-triple gun, 

Cathode ray tube-triple gun. 

Cathode ray tube-triple gun. 

Cathode ray tude-triple gun. 

Cathode ray tube-trisle gun. 

Receiving duodiose rectifier. 

See 524GT/c; Superseded by 5Z24ST/G. 
See 5246T/a, 
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| OP SZ4GT/G-------- N16-T-55345---- 9 5 Z4GT/G------2- enn n nnn nnn nn ne inner Receiving duoilode rectifler (alallar to 

Ue SV4G, SY¥3GT/G. 5#4GT/G)-Chsolete, 
nearest equivalent to 524. 

Obsolete, equivalent to 524. 

Cathode ray tube-quadruple gun. 

Cathoie ray tube-quadruple gun. 

Cathoite ray tube-quadruple gun. 

Cathode ray tube-quadruple gun. 


N16-T-55357--— ss SZAPIL--------- --------------------- Cathode ray tube-quadruple gun. 
N16-T-55960---- BO------------- ------------------= -- Ballast tube. 


NL6-T-55965--~- 100C, 1375, 6201L1----  Beta-Ganna counter tube. 
N16-T-56000--.- ELCSA, 1661, Navy Grid controlled gas rectiff_er, super- 
Type C sedes ELCSA. 

Grid controlled gag rectiffer. 

Xenon filled gr .d controlled thyratron. 
See 5685. 

See 5528. 

Thyratron. 

X-ray tube (crystal analyzing). 
Phototube. 

Phototube. 

Phototube. 

Phototube. 


NL6-T-55948---~ 


C6J------------ NL6-T-56050---- 


C6J/A---------- 


C6L------------ 


CA6------------ N16-T-56055---- 


UHF triode (British). 
N16-T-56073---- Half save gas rectifier. 
4325 electrically sane; has different 
base. 
a= ---2---= See 4825. 
— -- See COA. 
ELC6C-~-------- N16-T-56075---- Grid controlled gas rectifier. 
' See CéJ. 
|| en ee Vacuuz switch (SPDT). 
Neoa voltage regulator. 
; G6------------- N16-T-56080---- Gas photctube. 
ceeneeen- See 6C21. 
Voss BY6A8GTX------- See 6ASGTX. 
: HY6J5GTX------- See 6J5GTX. 
HY6J7GTX------~- See 6J7GTX. 
See 6X7GTX. 
| HY6K8GTX------~ See 6X8GTX. 
it HY6L6GX-------- See 6L6GX. 
i! HY6SA7GTX-----— See 6SA7GTX. 
| HY6SJ7GTX------ See 6SJ7GTX. 
H HY6SK7GTX------ See 6SK7GTX. 


See 6¥66TX. 
Resistance tube (Raytheon)-Obsolete. | 


N16-T-58081-—— PW6------------ --------------------- Power ceasuresent lamp. 
N16-T-56092---- RKO L ------22 222 wenn nner ene n ene nnnnn See PX6l. 
GB2G<cccowe cna: ceveesessn vi eccts.  See-4826. 
6D21----------- --------------------- See 6D21. 
RK6D22--------~ 6D22--2-------- -nnn nner nnn nnn See 6D22. 
: $S6CSG--------- $$6C5G--------- +-------------------- Special selected 6C5G (Replace with 
i, 6C5GT/G). 


Spectal selected 6J5GT/G. 

See 6K7G. 

See ON7GT/G; Replace with 6N7GT/G. 
See 6Y0GT/G; replace with 6V6GT/G. 
Geiger-Sueller counter tube. 


N16-T-56085---- Vacuua phototube. 


| See 2C43. 

7 See 6A. 

! N16-T-56090--—— r Ballast tube. 

: N16-T-56090~-25- Ballast. 
N16-T-56092---- K Ballast tube. 
N16-T-56093---- Ballast. 
N16-T-56094---- Ballast. 
N16-T-56094-25- Ballast. 


Current regulator-Sallast. 
Receiving triode power amplifler (Type 
6B4G charactertatics). 


N1L6-T-56103---— 


6A3 spectal---- PNH-------------~---- special type 6A3. 
6A4 (LA e--- nner cere c cnn rrr rrr Sea 6A4/LA. 
NL6-T-56104---— 6A4/LA--------- LA------------------- Receiving pentode power anpliffier- 
Obsolete (siailar to 52 and 41). 
N16-T-56104-90- 6A5------------ ------------------ = Receiving triode power amplifter. 
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N16-T-56108-..- r 
N16-T-56109-.-. F 


GA9GT---- 22-8, NI6-T-S6110---. pp 


GAB4--~--- 2 NI16-T-5§124-.. 

6ABS----~--.-2 N16-T-56125-~-. 6A35/6NS5----- -— -----e 
GAB5/$N5--~---2. N16-T-56125-10- 6ABS/6'5-~--- .. 6N5, €ABS-------- 212. 
6AS6G-----.. 228 N16-T-55126---. BABOG-~-~--- ee 
6A37----- 228. NL6-T-56L27---- = g  gap7_____ w= 1853----------- LL. 
6437/1953-----. GAR7 ------ ~~ 1953. 
OAB7¥------o 228 NL6-T-56127-50- GAB7Y-~-.__ 

6ACS~--~---_ N16-T-55135--.- 6AC5-~-~-.- 

GAC5G---~----_. N16-T-56126---~ 6AC5G------ 

6ACSGT----.--28 N16-7-56137---- 6ACSOT/¢ 

GACSCT/G----_.. 6ACSGT/G 

GACEG~---~-- 8 

GACQGT------- 2. 

6AC7------ Le N16-T-56133---- 9g 

6AC7/1852----.. 

6ACTA---~--- 22. NL6-T-56139---~ 


Nl6-T-56L40~-.- F 


{16-T-S8141--.. 


N16-T-56146--~~ 


6AD7G--~--. +--- N16-T-56147---. 

6AE5------- N16-T-56150--._ 

6AESG~----22-_. 

6AESGT~~--~~-2. 

6AESGT/G-----. -- Nl6-T-5$155~-.- 

6AEGG~-~---2- 2 N16-T-5$156--.- 

6AE7GT---~.-... N16-T-55157--.. 

GAFSG~------1. MRBTROREGErsee! | GAP IGsenesces wah resent a 9s 
6AFOG-----.-. 1. MNOS OO RCS « SP. - GARR cecil ee An 
6AF7G--~~---22. BART I ~----- 2 ee won 
6AG5~------. 228 MARR Mn ores ~ (> NOWB Sted ea oe ae eh 
6AG6G---------. BAGEG-~~-- nn ne 
6AG7-~----- 2. eM J | oO MRC GIG 
6aG77~-- 6AG7@------- 2 ee 
GAG7Y-------22 NL6-T-56180---. Jo OAG7Y------- 22. 2 
OAGIX~----... — y 

6AHSG-~--~-- 1. 

6AHb-~------- 1. N16-T-5$135---- sp N6wwn anew n nine aneee enn 
6AN7GT-------2. N1L6-T-56187-~-- GANTGT 

6AJ5----------- NL6-T-56193---. 

6AJ6---------2- NL6-T-56189~--- 

6AJS7/SAC7-~~--. N16-T-56190---- 

6AK5---~-- 222. N16-T-56191---- sg 


6AK59---- 2-28. N16-T-56191-50- 
6AKG6------- 222. NL6-T-56192---- — g 


6AK7/6AG7---~-. NI6-T-56193-~-~- 
6AL5------.2-_. N16-T-56195---- 
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Recetving trtoda Power anplifter.~op- 
solete (nearest equivalent is 6B4G). 
Reseiving twin triode azplifter (6N4 


Characteristics). 
Type 6A6 with ceranic base, 
Recelying pentagrid converter, 


Receiving Fentagrid converter (shielded 


Type 6A7), 
Recelving peotagrid converter, 


Recaiving peatagrid converter (obsolete, 


use 6A8CT), 


Receiving Pentagrid converter (siallar 


to 6086 and 6A7). 


Receiving’ pentagria converter-~ceranie, 
Ob35l2te-equivalent to 6A8, 6A8G, and 


6AS37. 


Receiving aintature r-£ triode. 


See 6AS35/6N5, 


Electron ray tuning {ndicator-Obsolete 


(sinilar to 6&5 and 6U5/6G5). 


Receiving power axplifier (obsolete), 


Recaiving pentoda azplifter. 
See 6AB7, 

6AB7 with Wicanol tase, 

See GACSST/G, 


See €ACSGI/G; replace with GACSGT/c. 


See 6AC5GT/G, 


Receiving triode Power amplifier, 


Recelvicg power amplifter,. 
Recelving poser anplifter. 
Recaiving pentode amplifier, 
See 6AC7, 

Obsolete, Superseded by GACT. 


Ruggedized version of GACT (sinllar te 


1649). 

6AC7 with Yicanol base, 
Triodwe voltage amplifier, 
Receiving triode, 


Electron ray tuning indicator (obsolete, 


use 6AF6G). 


Receiving triode Pentode anplifter, 


See 6AESCT/G, 
See 6AES5GT/C. 
See 6AES5ST/G. 


Receiving triode auplifier (obsolete). 
Recelving.gingle grid twin plate triode 


(obsolete). 


Receiving tysin grid triode asplifier 


(obsolete). 


Recetfving tricde voltage anplifter- 


obsolete (similar to 6PS5GT). 


Twin electron ray tuning indicatar, 


(See 6ADG). 


Twin electron ray tuning indicator 


(French). 


Mintature type Pentode amplifier (stat- 


lar to 6AKS). 


Receiving pentode bower anpliffer, 
Receiving pentode power azplifter, 


Ruggedized version of 6AG7. 
6AG7 with micanol base, 

Type 6ASGT with ceranic base, 
Recelving power anplifter. 


Recelviag ainiature pentode azplifier, 
Raceiving twin triode oscillator and 


mixer, 


28V. plate version of 6AK5 pentode. 
Receiving tetrode amplifier (obsolete), 
Type 6AC7 with grounding ring (Canadian) 
type UHF pentode anplifter 


Winiature 
(similar to 64G5). 

See 6AKS, 

Ruggedized version of 6AKS. 


Receiving aintature type pentode am- 


plifter, 
Type 6AG7 with grounding ring 


Recefving alntature type twin diode, 
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N16-T-56195-50- Ruggedized version of 6ALS. 
Receiving power anglifier (obsolete). 
N16-T-56196---- Receiving tetrote power atplifter. 
NL6-T-56198-40- Electron ray indicator tube. 
Receiving minlature power pentois 
(British). 
Receiving ainiature power pentode 
(British). 
Winlature type pantode version of 6AG7 
power amplifier. 
N16-T-56197--~~. ‘ Recsefving dua double diode rectifier 
(4 anodes). 
Receiving aintature triode hexode 
frequency converter. 
Minature type bean power amplifier 
tetrode. Similar to 6V6GT/G. 
6AQ54----~----~ N16-T-5§199-50- Rugsedized version of 6AQ5. 
N1L6-T-56199---~- Receiving alniatura typs diois triofa. 
N16-T-56199-5-- Receiving duplex diode, high mu triode. 


NL6-T-56196-50- 


N16-T-S6191-50- 


6AR5--------- =- NL6-T-56199-50- Receiving pentode power azplifter- 


ainiature. 
N1L6-T-56200---- Transaitting and receiving tetrode 
power amplifier. 
6AR7GT-------.. Double diode. 
6AS5----------- NE6-T-56200-70- Receiving ainfature b2an pozer pentode. 
N16-T-56201---- Winiature tyre peatode amplifier. 
See 6AS6. 
N1L6-T-56201-S0- Ruggedized 6A36. 
N16-T-5$202---- - Receiving twin triole for electronic 
voltage regulator application. 
N1L6-T-58203---~ Miniature version of 6597. 
Beam power amplifier. 
N16-T-56203-50- Mintature version of 6SH7. 
G . Beam power anplifler. 
N16-T-58203-60- Receiving niniature, double dicde, high 
mu triode. 
Receiving double diode triode. 
N16-T-56203-70~ 2 Full wave rectifier. 
Full wave rectifier. 
Ballast tube. 
N16-T-56204--—— Receiving triode power arplifier 
(sinilar to 6A5G, 6A3). 
N16-T-56205---- Receiving direct coupled double triode 
amplifier (obsolete). 
NL6-T-56206---~- Receiving duoiiode trioie (sinilar to 
6T7G; Nearest equivalent 6Q7GT: Type 
75 characteristics}. 
687---------- —- N16-T-56207---- 10E/340, VT162 (Br.)- Receiving duodiode pentoie. 
Type 6B7 with spray shield (obsolete). 
N16-T-56209---- Receiving duodiode pentode (sintlar to 
6B7). 
Receiving duodiode pentode. 
Receiving duodiodje pentode. 
Transaltting diode vacuun rectifier 
(Lewis). 
! Pentode voltage amplifier. 
N16-T-56211--— Miniature version of 6SG7. 
N1L6-T-56211-10- Receiving aiaiature pentods converter. 
N16-T-56211-30- Receiving tube, miniature pentode. 
Beam pentode, 
N1L6-T-56211-45- Recefving miniature RF bentote (equiva- 
lent to 6SK7GT}. 
Double diode. 
Miniature version of 63A7. 
Heptode converter. 
Pentode power. 
N16-T-56211-40- Receiving niniature duodiode, (equiva- 
lent to 6SR7). 
Receiving double triode (submintature). 
N16-T-5621 3---~ Receiving beam power arplifler. 
Recelving double triode (subalalature). 


N16-T-56209---~ 


N16-T-56211-50- 


N16-T-56213-20- 


Receiving aialature pentode. 
N16-T-56213-40- 


Receiving ainilature pentode. 
Double diode triode. 


Reflex osclllator, velocity modulated. 
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NL6-T-56213-60. 


N16-T-5$213_65_ 


NI6-T-56213_95_ 


N16-T-56214-... 


6C47---- 0 N16-T-56 214-59. Cures ont ee 
6C5------..2 LL NL6-T-56215-.._ Fr PRS ante reteh Canes on ng oe 
6C5G------- 2, 6C5G---~--- 
6C3GT-~----- 8 r 6C5CT/G 
SC5GT/G-----. N16-T-56217-... 6C5aT/¢ 
N16-T-56219.... x 33538, 105/337, VT16, 
(Br.) 
6C7~~~--- 22 ee, oc. Rebus ic ECT arr tee eee 
6C3G------- N16-7-55229--. sc or peas eg 
6C2Z1~-~---- N16-T-56221.--. 1339 Spec., GLSC21, 
2P527 
tee nnee nl N1L6-T-56222-._ 6C22-~-~-- L-609N, F-600N--...__ 
wWreeen- eee NI6-T-56223-... 6C23-~---. X--1268 
wrt teene nee 16-T-5$224-... 
Hq 
BODE rnnnwn nn nens PCLT none 
a Ratan aa emeaeen sat Soe ss 
6D6~-~~.2-2 H16-T-5$246--_. J 6D6------... 1 33546, 102/338, VTL&é0 
Br.) 
6L7~------. a a ate A 
608------- 6D8------- 20 VR57(Br.)~-----2 
603G-----.- N16-T-56243.-.. 6D3G------. 
6D21-~---- 2228 NL6-T-5625] --._ 
6022--~---- LL N16-T-56252-... 
6E5------- 22 N16-T-5$255--.. u 
6E6-----. 22 tee Ree Bs as fat on, 
6E7-~--- 022 NLS-T-56257--.. OR inotetwtennes, Lil oaie a) 
6£8------ 2 116 -T+56257-79. i a dia er oe 
6£a¢--~---2 2, N16-T-56259-__. Fo 688¢------- 2 
6F4-~+---2 22 N16-T-56295-... H 6F4------2 A2207----- 2-2 
6F5~-~--- 222 N1L6-T-56300--.. Pr BOD Pr rae Ssar ae eyes heerlen On et 
6F5G------- 2 N16-T-56303-.. REBUN eon aee in eoa wes hcrc ied) 
6F5GT-----.. 1. '16-T-58305-__. 6FSGT. 


N16-T-58305---. u 


TTT teen NLO-T-5$307...- J 6F63------- 102/545, %T63, 1295, 
ARP17, 41535 
6F6GT---.---.. BEORT) Goorin wee aed 5 aca ast 8 
6FOGT/G-----22 N16-T-56303-~.. BRGGT Ga saaee ee easike aston te 


N16-T-56319--.. 
NL6-T-5632g--.- 
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Velocity variation uy oscillator. 
reflex Klystron. 

Beaa Pentode, 

Beam pentode, 

Deuble diode trlodta, 

Double diode triode, 

Recelving ninftature teas poser atolifter 
4325 electrically sage, has different 
base, 

Transaitting ani receiving ainfature 
type h-¢ triode, 

Ruggedized 6C4, 

Resetving triode detector avolifler 
(nearest equivalent ig 6J5). 

See 6C5ST/c¢ (replace with 6C5GT/G)}. 

See 6CSCT/c, 

Receiving triofe dector amplifter, 
(nearest equivalent ig 6J5CT/G). 

Obsulete, equivalent to 6¢5 and 6CSCT/c. 

Recetying tricle grid pentode (nearest 
equivalent ig 77). 

Receiving duodioie triode (obsolete), 

Recalving Szin triode, 

Transaitting triode zodulator, 


Transzltting UuF trlode 
Transaitting UXF triode Csacillator, 
Type SOLt4 with centor tap filament, 
Peatoda voltage aaplifier, 
Beam peger auplifier, 
See 4325, 
Grid controlled 
Receiving Pover 
continued). 
Receiving Pentole acplifier (nearest 
equivalent ig 78). 
Recetving triple gria Pentode (Type 
6Cé and 657 characteristics), 
Receiving pantazgrid converter (obsolete) 
Receiving Pantasrid converter 
(obsolate) (similar to 6A8Gt). 
Transaittiog tetrode poyer atplifter, 
Transaltting bean pozer anmplifler, 
Electron ray tuning indicator (siallar 
to 6485, 6N5). 
Receiving twin 
(obsolete), 
Recetving Pentode ann'ifter (Type 6U7G 
characteristics) (obsolete), 
Receiving triode-haxode (French), 
Receiving triote-hexade converter 
(French) (obsolete). 

Receiving Acorn-type UsF triode 
oscillator. 
Receiving trig 
Place if lead 

3) 


Oscillator, 


84s rectifier tetroda, 
3cplifier triode (dis- 


triode anplifier 


de arplifter (8Q7 wELl ree 
Oa pin #4 is put on pin 


See 6FSGT-Replace with 6F5qr, 

Recaiving trioie amplifier (697CT/c¢ 
will replace if lead on pin #4 is put 
om pin 3), 

Odgolete-equivatent to 6F5 ang 6F5ST/c. 

Receiving Pontode porer auplifter, 

See 6FS¢T/c. 


See 6F6GT/G, 

Receiving Pentode power anolif fier 
(similar to GKEGT/G, 6V6GT/G) 
(obssleta, nearest equivalent 6F6), 

Obsolete, equivalent to 6FG and 6€39T/c, 

Recelilag triode Pentode, 

Recelving t>tode Pentoda, 

Recatviag tzin triode (sistlar to 
6SN7GT, 7N7, GAH7GT). 

Recekving UNF triode amplifier. 

Elestren ray tuning indicator, 


—. 


First Edition 


STANDARD NAVY 
STOCK NUMBER 
6G6G-------..-- N16-T-56336---~ 
6G7-----------. H16-T-56337---- 
6G9G----------. 
601 2s2222- 22-25, N16-T-56333---- 
GH4=s2<ccc. Seen NL6-T-56342---- 
6H4GT------.--- N16-T-56544---~ 
6AS------------ 


6J4------------ N16-T-56349---- 
6J5------------ N16-T-56350---- 


N16-T-56351---- 


NL6-T-56352---- 


N16-T-56355--~- 
N1L6-T-56340---- 
N16-T-56365---~ 
N16 -T-56370---- 
N16-T-56371---~ 


6J7GT---------- NI6-T-56372---- 
6J7GTX-~-------- 

6J79G-----~~--~ 

6J9G--~--~----- N16-T-56330---- 
6J21----------- N16-T-56390~--- 
6K4-------~---. N16-T-55396---- 
6K5-------—~~- N16-T-56398---- 
6K5G-------~---~ N16-T-56491---- 
6KSGT---------- N1L6-T-56402---- 
6K6G----------- 

6K6GT-~--------- 

6KOGT/G---~----- N16-T-58410---- 
6&7---~~------- NL6-T-56420---- 
6K7G------+---- NL6-T-56421---- 
6K7GT---------- N16-T-56422---- 
6KIGTX-~-------- 

6K7G------~--- 

6K9-----~------ NL6-T-56430---- 
6K8G~----------- NL6-7-56431--~- 
6KaST---------- N16-T-56432---- 


eo ow 


rorre 


6JSGT/G-------- --------------------- 
6J5GT/G-------- VR67 (Br.), 1OE/11443 


6J7GT---------- --------~------------ 


6K8GT/G------..- ---+----------------5 
6KEGT/G------..- ----------------..--- 
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DE 
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CLASS DESCRIPTION 


Receiving pentode power amplifier. 
Receiving pentode rectifier (Canadian). 
Receiving duodlode pentode (Australian). 
See 7H12. 

Amperite ballast 

Receiving diode rectifter (obsolete). 

Electron ray tuning indicator obsolete 
(replace with 6U5/665). 

Electron ray turing indicator obsolete- 
replace with 6U5/6G5. 

Recetving duodiode rectifler. 

See 61SST/G; Raplace with 6H6GT/G. 

See 6f5GT/G. 

Receiving duo2iodse rectifier. 

Obsolete, equivalent to 6H6 and O369T/G. 

Ruggeiizad version of GH6GT. 

Recalving high mu-trioje, power pentode 
(spray shield) (Canadian). 

Receiving high au-triole, pover pentode 
(spray shield) (Canadian). 

Receiving ducdiode pentode. 

Recaiving ainiature type triode. 

Receiving trlode amplifier (slailar 
to 6CS). 

See 6J5GT/G-Replace with 6J5GT/G. 

See 6J5CT/G. 

Receiving triode anplifier (stuilar to 
6C5GT/G). 

Type 6J5GT with ceranic base. 

Type 6J5G with ceranic base. 

Obsolete, equivalent to 6J5 and 6J50T/G. 

Ruggedizad version of 6J5GT. 

Miniature type UHF twin triode. 

Ruggedized: 6J6. 

Receiving triple grid pentode. 

Receiving triple grid rentode (sintlar 
to British NRS83). 

Receiving triple grid pentode (siufllar 
to 647G, 6S7G, 6U7G). 

Type 6J7CGT with ceramic base. 

Obsaleta-equivalent to 6J7, 6J7G and 
6J7GT. 

Receiving triode heptoie converter 
(siailar to 6A8GT, 6D8G: 7J7) 

UHF trananitting oscillator CW- 
Magnetron. 

Subainiature type triode amplifier. 

Receiving triode atplifier (nearest 
equivalent 607; sinilar to 6*5). 

See GX5GT; replace with 65GT. 

Reacelving triode amplifter (nearest 
equivalent 6Q7GT: sinilar to 6f5GT) 

See 6X6GT/G; replace with 6K66T/G. 

See 6X60T/G. 

Recetving pentode power anplifter 
(similar to 41; nearest equivalent 
6F6GT/G). 

Recelving pentode amplifier. 

Receiving pentode anplifier. 

Receiving pantode azplifler (stailar to 
6S7G, 6U7G, 6#7G). 

Type GK7GT with ceramic base. 

Obsolete-equlvalent to 6K7, 6K7G, and 
6K7GT. 

Recelving triode hexode converter. 

Receiving triode hexodea converter. 


Receiving triode hexode 
(equipped with special 
Type €X8ST with cerante 


converter 
shield}. 
base. 


VR53 (Br.)----------- 

British NR91--------- 

HYGR7GTX---------~--- 
6K8-----------~ ----------------.---- 
6K8G----------- --------------------- 
6KEGT-------+4- -------------------5- 
6KAGTX--------- HYGXSGTX------------- 
6L4----------+- A2297---------------- 
LSG----------+ --------------------- 
6L6------+----- --------------------. 
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Acorn type triode, selected 6f4, 

Receiving trisde detector azpliffler (150 
ma heater version of 6J5G). 

Tranaaitting and receiving tetrode 
power adplifier. (See 1614). 
Obsolete-superseded by 6L6%. 

Obsolete nearast equivalent 6LOGA- 
Stallar to British NR77. 
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6LOGA---~-~---- NL6-T-56453--~- 
6LOTAY-~------— N16-T-56453-50- 
blesses cs... N16-T-56459---- 


6LEGX------.--. N16-T-56460--~- 


6L6N----------. N16-T-56462---~ 
6LOTGA------ 52. N16-T-56464-.-- 
6L6Y-~------. 2. NL6-T-56165---- 
6L7-----------. NI6-T-56470-~-- 
6L7G~---------- N16-T-56471-~-~ 


mo 


me 


N16-T-56490---- 


NOG~---------- NL6-T-56498--~- 


6N7-----------~ N1L6-T-55470---- 
6N7G-----. 22. N16-T-56471---- 


6N7GT--------~- 
687ST/G-------- NL6-T-56472---- 
6N8--~---.-- 24. 

6702022228022 N16-T-5$472-S0- 
Gi01S------ 2-2 N16-T-56493---- 
6P5G-~------~--- N16-T-56506---- 
6P5GT-----~--.- 

6P5GT/G-----.-- N16-T-56507--.- 
6P7G--------..- N16-T-56517---- 


N16-T-56525---~ 


N16-T-58540---- 
N16-T-56550---- 
{l6-T-56560---- 


606G---~-----2. N16-T-56565---- 
6Q7------------ N16-T-5$570---- 
6Q7G-2--2--22u- N16-T-56571---- 
GQ7GTwo2 2s 223 N16-T-56572---- 
6Q7NG---------. 
694--------2.. 7 
6R4G--~--------- N16-T-54591---- 
627------------ N16-T-5$597---- 
6R7G--------... N16-T-56593--.- 
6R7GT-----.--.- 
6R7GT/G----~--. N16-T-56539---- 
6R7uG----~----. 
6R8---------__. 
6S4-------~... 
6$5---------._. N16-T-56595---- 
636GT-------... 
637s +2-2-<s55s5 N16-T-56500~--- 
687G--~~~~.---- N16-T-56601---- 
6S8GT------._-. 
OSA7~--~-----.- N16-T-56$11---- 
6SA7G-------- 2. 
6SA7GT-----~-.-. 
6SA7GT/G----.-- N16-T-56612---- 


eee NL6-T-56612-S0- 
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6N7GT/G-~------- ------ 22 


6N7GT/G 


6R7CT/G-- 
6R7U 
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Type 6L6G in ST-14 envelope. 


~ Part If 


First Edition 16-820 


TUBES 


6L6CA with Yicanol base, 

Obsolete, superseded by 6L6NGA, 

See 6L65X; the 'GTX never existed. 

Type LEG vith ceranic basa (slallar te 
T21). 

Ruggedized version of 6L6. 

Ruggedized version of 6L6GA. 

6L6 with Micanol bage. 

Recetving pentagrid alxer ampliffer. 

Receiving Fentagrid natxer anplifier- 
Obsolete. Nearest equivalent 6L7, 
circults aay require realignzent. 

Miniature pentode power amplifier, 

Receiving pentoda power amplifter. 

Receiving triple grid anplifiter, 

Receiving diode triode pentode, 

Miniature type triode anplifter- 
Oscillator. ‘ 

See 6A35/6N5, 

See 6AB5/6N5. 

Receiving direct coupled double triode. 
Obsolete (sinilar to 6BS, 6ABSG). 

Otsolete, equivalent to 6N6G. 

Recalving twin triode power azplifier, 
Sea SN7GT/G; Replace with 6N7GT/G 
(siailar to British NR73). 

See 6N7GT/G. 

Receiving twin triode power amplifier, 
Double diode. 

Therzastatic delay relay. 

Theraostatie relay tube (not an elactron 
tube). 

See 6P5CT/G; replace with OPS5GT/G. 

See 6P56T/G. 

Receiving triode atplifier detector 
(stailar to 6A4G5G, 76). 

Receiving triode pentode (Type 6F7 
characteristics). 

Recelving triode hexode converter 
(British). . 

Ballast tube. 

Phototube multiplier. 

Receiving acorn triode, selected 6F4. 
Replace vith 884. 

See 6¢4G. 

Diode triode (150 na heater verston of 
6Q7G) Obsolete, nearest equivalent is 
6T7G. 

Recelving duodiode triode. 

See 6Q7GT; replace with 6Q7GT. 


Receiving duollode trtoie (equinpad wlth 


special shield, sintlar to 617G/6005). 
Obsolete, equivalent to 6Q7 and ac7GT/G. 
Terdode gower amplifier oscillator, 
Receiving pentode voltage atplifter, 
Receiving duodiode triode. 

See 6R7GT/G; replace with 6R7CT/G. 
See 6R7GT/G. 
Receiving duodiode triode. 


Obsolete, equivalent to 627 and 6R7GT/G. 


Triple diode, triode power amplifier, 
Triode voltaga anplifter. 


Electron ray tuning indicator (Canadian) 


Receiving pentode atplifler, 

Receiving pentede annlifler {150 na 
heater version of 6X7). 

Recetving pontote atplifier (150 7a 
heater version of 6K7G) -Obsolete, 
nearest equivalent 637. 

Receiving triple diode, triode. 

Receiving pentagrid converter, 

See G3A7GT/G; replace with 6SA7GT/G. 

See 6SA7GT/G. 

Recelving cantagrid converter. 

Type GSA7GT with ceraate base. 

6SA7ST sith Micanol dase. 
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ELECTRON 


tuned 


PAGE 31 


STANDARD NAVY 
STOCK NUMBER 


suseseas N16-T-56613--~- 
asins as ae N16-T-56613-50- 
$sB7--------... NL6-T-56$17---- 


6SB7Y--------.. N16-T-56620---- 
6SC7----------- N16-T-56$21---- 
6807GT--<2222—- N16-T-56623---~ 


oSC7GTY N16-T-56625---- 
6SD7GT------~.- N16-T-56633--.- 


6SF5----------- N16-T-56640---- 


6SFSGT-----~..- N16-T-56642---- 
63F7----------. N16-T-55650---- 


63G7----------. N16-T-56655---- 
6SG7GT----.~-.- NL6-T-56655-50- 
63G7Y---------- N16-T-56556---- 
es N16-T-56660---- 
63H7GT-~------- N16-1-56642---- 


N16-T-56663---- 
N16-T-56665---- 


63J7GT-------.. 16-T-56667---- 
6SJ7GTX-------- , 
63J7STY-------- N16-T-56567-30- 


68J7 Spectal--- 

N16-T-56667-50- 
N16-T-56668---- 
N16-T-53670---- 
N16-T-56672---- 
N16-T-56673---~ 
N16-T-56674--~- 
N16-T-55674-50- 


N16-T-56677---- 


N16-T-56477-30- 


6SN7A----~----- N16-T-56690---- 
SNTGT--.---... N16-T-56632---- 
6SN7STA-------- 

6SN7L----~ -- 


--~ N16-T-56694---- 
NL6-T-56634-25- 
N16-T-56635---~ 


N16-T-56697-~-- 


N16-T-56690---- 
N16-T-55692---- 


6S37----------- NL6-T-56695---- 
6SS7GT------.-- 
6SI7----------- N1L6-T-56698---- 
6SU7GTX-------- 
6SU7GTY-------- N16-T-56699---- 
63V7----------- 


6327------ --- Nl6-T-56707---- 
6T5------------ 
6T6GN---------- 
6T7G-2<- 20-502 N16-T-56717---- 


~ - 
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CLASS DESCRIPTION 


Ruggedized version of 6SA7GT. 

6SA7 with Uicanol base. 

Recealving pentagrid converter (ataLlar 
to 6SA7). 

Type &SB7 with Wicanol tase. 

Receiving twin triode aoplifiler. 

Receiving twia trioje ampliffler (sintlar 
to 6SL7GT). 

Type 6SC7GT with phenolic base. 

Receiving pentode auplifler (sintlar to 
6SE7GT. 6SG7, 6SH7GT). 

Recelving triole geid avplifler (sisllar 
to 6SD7GT. 63G7, 6SH7GT). 

Receiving triode arplifler (6307 will 
replace if socket ts rewired). 
Receiving triode aaplifter. 

Receiving diode pentode. 

Receiving voltage amplifier. 

Receiving pentode amplifler. 

6SG7GT--------~ ------~----- _ Receiving pentode amplifier. 
6SG7T--..------- --------+----------- 6367 with Micanol base. 

= Receiving pentcde amplifier. 

Recelving pentode anplifiler (similar to 
6SG7, 6SD7GT, 6SE7GT). 

See 6SH7 (special Sylvania ruggedized). 

Receiving pentode asplifter. 

Staatatateete eet ee Receiving pentode anplifter. 

HY8SJ7GTX----------.. Type 63J7GT with ceramic base. 

6SJ7GT with Micanol base. 

See 6SJ7Y. 

Ruggedized version of 6SJ7. 

Ruggedized version of 6SJ7GT. 

Type 6SJ7 with Micanol base. 

Receiving pentode amplifier. 

See 6SX7GT/G (replace with &SK7GT/G). 

See 6SK7GT/G. 

Recelving pentode azplifier. 

Y6SK7GTX------ Type 6SK7GT with ceramic base. 

wrttt aca osene------ 6SK7GT/G with Micanol base. 

Ruggedized version of 6SK7. 

6547 with Wicanol base. . 

Obsolete (superseded by 6SL78). 

Receiving twin triode enplifter (siallar 
to 6SC7GT). 

pcatttaineteenetiteete ee Ee es Obsolete (superseded by 6SL7@). 

Ruggeiized version of 6SL7GT. 

Ruggedized version of 6SL7GT. 

Obsolete (superseded by 6SN7¥). 

Receiving twin triode amplifier. 

Receiving double triode. 

Obsolete (superseded by 6SN7W). 
Ruggedized version of GSN7GT. 

Ruggedized 6SN7GT. 

Receiving duodLode triode. 

See 6SQ7GT/G; replace with 6SQ7GT/G. 
See 6SQ7GT/G. 

Receiving duodiode trtode. 

Ruggedized version of 6SQ7. 

Recaiving duodiode triode. 

Receiving duodiode triode (stallar to 
6ST7). 

Receiving pentode anplifier (150 oa 
heater version of 6SK7). 

Receiving pentode amplifier. 

Recaiving duoifode triode (150 aa 
heater version of 6SR7}. 

Receiving triote with ceranic base 
(selected 6SL7GT). 

Receiving triode with nicanol base 
(selected 6SL7GT). 

Receiving metal dlode pentode. 

Recelving duodiode hizh mu triode. 
Electron ray tuning indicator (replace 
with 6U5/6G5). 

Receiving triple grid amplifier. 
Receiving juoifote trfote (obsolete, 

nearest eouivalents are 6B4G and 407CT) 


6SK7GTY..----- 
6SK7"--.. 
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6U5//6G5---.... ~ N16-T-56725.... L¢ 
6USGT-~~-~-2 8 116-T-56726.~-.. 


6U7G----.-.2 228 N16-T-56727--__ 

a 

6V5GT--~.--- 

6V6-----. 2-28 N16-T-56756---- 

6V6G---- ~~ 82 N16-T-56757--.. bine eta ke ee 
6V6GT------ 2 J 6V6GT/c 

6VEST/G----2... NL6-T-56759-.._ 6V6GT/c 

6VEGTX~~~-~2-.2 N16-T-56759~-.. 

6V6GTY~----_ N16-T-56759-s9. 

6V6GX------2 

6V6T--~. “~~ N16-T-56760--__ 

6V7G----- 222 N16-T-56767--.. 

684GT~~-~ 22 Weegee « SENNR Reser ey a a 
695G-----.2 N16-T-56308---_ G45G--~-- 
a ONG neces ee ee 
6W6GT---- 2. N16-T-56807-~._ GOOG Tans aaa a 
6N7G------2 N16-T-56317-~.. 697G 


NL6-T-56340-~._ Fr 
N18-T-5$340-59- 
Nl6-T-56350--—_ L 
N16-T-56953--.. 


3 
N16-T-56355~-.. 
N16-T-56960---- 
N1l6-T-56395... 
PRpreenOra, “BG sieceet eae eee 
OY5G-—~-- ne 
N16-T-56907--.- 6Y5GT----... we aeenne nent 
OYSV-~----- nn 
sire ace A: SOO UO aes 
BY Mie nenacen sc MIGPIOIIRSsS + Sng ack ee 
623--~--.-... es WW nnn nnn 
624-~------- 22. 84/624----~--. 84%, 98---------- 
2 SES NL6-T-56935---- 


627G---~-- 2 N16-T-56967--.. 
N16-T-56970---. 


8-7---- 2 N1L6-T-56920--~. 
oS N16-T-56992--_. 
BS7-~--------2. NL6-7-56985---- BS7-------- 22 


N16-T-56990---. 
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See 6T7G, 

Receiving 9 
triode, 

Half wava rectiffer, 

Electron ray tuniag indicator, 

Electron ray tuning indicator, 

Recatving tetrola rower atpliffer (sin. 
{lar to 6¥6cr, 6Y6G). 

Recelving Dentodte anolifier (siailar to 
6D6, 6K7GT, 6S7G, 6"7G, 6J7GT). 

Mintature hi vacuua full wave rectifier, 

Recetying bean Pentode, 

Transaitting and receiving tetrode 
auplifier. 

See GV&GT/¢; replace with 6V6GT/G. 

See 6V6CT/c. 

Recelving UuF tetrole azplifter (siallar 
to 6KécT, 6F6GT). 

Type 6¥8GT with ceranic bage, 

646ST/S with Yicanol base, 

Type 6V42 vith cerazic base, 

6V6 with “icanol base, 

Recatving dusdiods triode (slsilar to 3§ 
and 6R7GT). 

Half wave vaccut rectifier, 

Recelving auotiode rectifier (obsolete, 
replace with ®XS5GT/G), 

Recatving pentole anplifter (siailar to 
6U6GT, 6Y6G). 

Receiving nentode arslifier (stsolete} 
{nearest equivalent GU6GT, 6763); 
siailar to 7A5, L2A6CT, 1445, 

Recsiving trisle gria pentod2 anclifier 
fobsolete)-657Gr nearest equivalent 
for parallel Operation of tlazents. 

Nintature type duoifote vacuua rectifier 

Ruggedized version of 6X4, 

Replace sith 6XSGT/G. 

See 6XSCT/G; replace with 6XSST/c. 

See 6X5GT/c. 

Receiving duodioda rectifier (sintllar to 
6W5G, 024, 6ZY5G). 

See 6X5%GT, 

Obsolete (equivalent to 6X5 and 6X5GT/G) 

See 6Y5, 

See 6X5¥CT, 

Ruggedized version of 6X5GT/c, 

Electron ray tuning indicator (Canalfan) 

Receiving diode cectifier (Canadfan), 

Recaiving duodlote rectifier (Tyna 
84/624 characteriatics), 

Receiving duodiote rectifier (obsolete, 
6X5 nearest equivalent). 

Recetving duodiote rectifler (obsolete, 
6Y5 nearest equivalent). 

Receiving duodiode rectifier, 

Recelving tetroie atglifier (sicillar to 
6U6GT, 674GT). 

Never nade, 

Recetving tin triode amoltflor-obaolete 
(Type 79 characteristics), 

See LY. 

See 84/624, 

Recelving duodiade rectifler-Obsslete 
(Type 84/524 characteristics}, 

Recalving duodiode rectifier, 

Receiving tuin triode azplifier, 

Recelving duodiode rectiftar (low 
filament current type OX53; sitilar 
to 6X5GT/G, 635G, 024). 

Gelger-“ueller counter tube, 

Gelger-“ueller counter tube, 

BetaGasna counter tube, 

Phototube, 

Gas phototube. 

See 7D21. 

YWagnetron serfes, sea 4J31-35, 


Plo nintsture triple diode 
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--- NL6-T-57009.... 


PM+7----2 22 NL6-T-57¢02--_. 
RELT~~4--0.004 - 


TAGn nnn N16-T-57104--.. 
TAS~-00----222. NI6-T-57105-... 


~ N16-T-57106---_ 


N16-T-57107-~_. 


N16-T-57103--_. 


N16-T-57109____ 
N16-T-57110~~~. 
N16-T-57130-~.. 


N16-T-571 49... 
N1L6-T-57150--~. 
N16-T-57179~~-_ 


NL6-T-57204--.. 
N16-T-57205--.. 


736--------. 20. N16-T-57206-... 
736LY-----..- 2. 

TB7-~---.--- 228 N16-T-57207-_.. 
733--~-----2... N16-T-57203.... 
7B8LM-~-----.. N16-T-57210--._ 
7TB33~--------1- 

73P1L~------- 4 N1L6-T-57213-59. 
7BPLY--~----_.. N16-T-57213- 60. 
TBP4A-~---~-- 2. N16-T-57214_-_. 
TBP7------.-.-. N16-T-57217.... 
7BP7A---~-~--.. N1L6-T-57213.._. 
7TBPL2--------.. 

704-------- 2. N16-T-57304____ 
7C4/L20TA~--222 NlL6-T-57304-19. 
7C5----------.. N16-T-57305-___ 
TCSLT----.--.2. 

Wibsaeedeseuce N16-T-57306-... 
7C7---------.2. N16-T-57307-._. 
7023~-~---.. 2. N16-T-57313-.._ 
TC22--~----- 22. N16-T-5732}-_.. 
TC24----- eee. NL6-T-57314.. 0 
7025-------2222 NL6-T-5731 5... 


TAO nano se a 


CRP sm ae Sat a ene ta ato sk 
7C4/1203A--~-.- 12034 


7022~-~----2.-. 016471 4------ 
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Magnetron, tunable 4J31-35, 


Transalttiag UgF osclilator, sea 230-34 


See. 2332, 

Magnetron; tunable version of K7 sertes, 

Magnetron; tunable verston of K7 series, 

Magnetron; tunable version of K7 serlag, 

Magnetron; tunable verston of K7 series, 

Reslstance tube (Raytheon)-Obsolete, 

Neon lamp, 

Gas phototube. 

Special vacuuz-control tube. 

Power Teasurezent lazp. 

See CV92/4C27, 

Velocity vartation UNF oscillator- 
reflex Klystroa. 

Vacuua phototube, 

See 7A, 

Ballast tube. 

Ballast tuba, 

Receiving lock in type triode anplifter, 
Receiving lock in tyes cantode povyer 
amplifier, 

Resetving lock ta type duodtote 
rectifier (similar to 7Y4, 724), 

Receiving tock tn tyre pentode ampltfier 
(siailar to 737, 707). 

Receiving RP anolifier (obsolete, 
reolace with 747), 

Receiving lock-in tyne octode converter 
(sitilar to 733. 757, 757. 6035). 
Ballast tube, 

Receiving lock-in tyne UHF pentode, 
Receiving losk-in pentode aaplifier, 
Receiving lock-in type twin trioie 
azsplifter. 

Receiving lock in type pentole amplifier 
Receiving lock-in pentote anplifier, 
Receiving short cut-off pentote, 
Receiving Pentode-lock-in. 

Cathode ray (elestrostatt; fosus, mag- 
netic deflection)-Obsolete, 

See 4£27, 

Receiving lock-in tyae triote atplifter, 
Reseiving loct-ta tyne nentada power 
anplifier (sinilar to 705). 

Obsolete, rezlace with 735. 

Rez2iving lock-in type dusdtote triote 
(sinilar to 7c6). 

Obsolete, replace with 736, 

Recaiving locz ta tyae pentode acpllfier 
(sinilar to 7A7, 7C7). 

Receiving lock in type pentazrid con- 
verter (sinilar to 6A3, 7A3, 737, 757). 

Receiving pentagrid converter -Obsolete, 

See 953E. 

Cathode ray tube. 

73PL with Yicanol dase, 

Cathode ray tube. 

Cathode ray (aagnetie fosug and 
deflection). 

Cathode ray (magnetie fosus and 
deflection). 

Cathode ray tube. 

See 7C4/1203A. 

Recelving UUF dioie datector, 

Recatving Losk in tyre tetrode power 
anplifter (siatlar to 6%6, 785). (See 
2048, 2C50). 

Obsolete, replace with 7c5, 

Receiving lock tn tyae dusilote triode 
(similar to 726), 

Receiving lock in tyne trinle ertd pent~ 
ode amplifier (sisilar to 7A7, 787), 
Transaltting triode oscillator. 

Transuittiag tela trioje UHF oscillator, 

Transaittiag UHF pover triode. 
Transmittiag, forsed air cooled triote. 
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7026--.-.-..-04 N16-T-57316-5-~ COnnnenn nee oe Transaltting, forced air cooled triode. 

(C27 aseesesncce NLO-T-57316-10. WOQTHewuwcceece 2s. Transaltting, foreed air cooled triote. 

%029<s2-2. +-- N1L6-T-57316-20. TO2Q a ameeewmeca oa Tranzaltting, forced air cooled triode, 

7030~-- --- NL6-T-57316-25. 7030--------- 22 oe Transaltting, forced air cooled trloie, 

TCP lannsenavsns N16-T-57317~--.- 7TCPl----....... Cathcle ray (electrostatic focus, 
magnetic deflection). 

bd gf Ee ee N16-T-~57327-... TCP4------ eee oe Kinescope-(electrostatle focus, magnetie 
deflection). 

PD2laseasceceun N16-T-57329.-.. 702] ~----...... GL7D21------.-2.-- 22. Transattting, forced air cooled triofe. 

TDPL-~---~---.. N16-T-57329-... TOPL 


Cathode ray tube. 
Cathode ray (electrostatic focus and 
magnetic deflection). 


TDP 4~~---~--.-. N16-T-57330--.- 7DP4 


TESH<es<cecnace N16-T-57405.._. TES ----- een Recetving UHF triode amplifier (type 
6C6 characteristics), ; 

7E5/1201-~-.... N1L65-T-57405-10— 7ES-~--~----.-.. 1201 ---------2 22. Receiving UNF triode asplifler (Type 
6C6 characteristics), 

7E6--02.-02.00. N1L6-T-57406---_ r Receiving lock-in type duodiode triode, 

Oy .N16-T-57407.-.. Recelving lock-in type duoilote pentote. 

TEP 4----------- N1L6-T-S7410---~ Cathote ray (electrostatic focus and 
deflection), ‘ 

TP7------~-.-.2 N16-T-57417---. i Receiving lock-in tyae twin triocie 
amplifier. 

VF74--------.-. N16-T-57417-50- Recaiving lock-in type twin triode 
amplifier. 

7F3---------- 2. NL6-T-57419--.. D Receiving lock-in type twin triode. 

7F3% : N16-T-5742}..._ Ruggedized version of 7F8. 

7FP7A--~-.---.. TFP7A~--~~-~--. 2.2 eater Zero Ibl version of 7FP7, 

7G7 -~--.---..05 N1L6-T~57427-... 7G7 -~~-~-..... 1232, 7G7/1232----... Receiving lock-in type triple grid 

. ; Dentode. 

7G7 /1232----... NL6-T-57429--.. i 1232--------- 2 Receiving lock-in type trinle grid 
pentode (sinilar tao THT. 7L7. 717). 

7G8-- -----.0.05 7G8-~----~-..... 1205, 7G8, 1206---.-~ Receiving lock-in type UNF twin tetrode. 

768/1206-----.. N16-T-57431]---- 7G8-----~---~-. SD706, 1206 See 748, 

TGPl--------... N16-T-57431-70. Cathode ray tube. 

7GP4------.-.-_ N16-T-57432.-._ Cathoie ray (electrostatic fozus and 
deflection), 

TH4~---~+-5---2-5 N16-T-57434-... Ballast tube. 

TH7-~---~-.--7. NL6-T-57437~~~_ Fr 


Receiving lock-in tyse sentode anplifier 
(similar to 7G7, 7L7, 717). 

Ballast tube, 

Cathode ray. 

Cathode ray (nagnetic focus and 
deflection). 


NL6-T-57507.-.- Receiving lock-in tyze triode heptole 
coaverter (similar to 7A3, 783, 787). 

N1L6-T-57510---~ Cathode ray tube-(electrostatic focus 
and deflection). 

N16-T-57517---~ 


Receiving lock-in type duadiode trioie, 

See 7iP4. 

Receiving lock-in tyoe pentote aazplifler 
(sizilar to 7G7, 7H7, 717). 

Cathode ray tube. 

Reseiviag lock-in type twin triode 
amplifier, 

Receiving lock-in type pentagrid 
converter, 

Recelving lock-in type dustiote aentode,. 
Resefvinz lozk-in tyne triote hentote 

§ Similar to 757, 7Ad, 783). 

Receiving losk-ta ¥ : v * 
liffler (similar to 7L7, 737, Tii7). 

See 7T7, 

Receiving lock-in type pentole aiplifier 
Receiving lock-in type pentota anslifter 

Full wave rectifier, 

Receiving lock-in type twin diode AL Mu 
triode. 

Rectiving lock-in type twin diode Hi du 
triode. 

Receiving lock-in tyne duotiote rectt- 
fier (siailar to 724, 84/624). 
Reselving lozk-tn tyne duodlode recti- 
fier (sinllar to 774), 

Wultipls gun cathode ray. 

Cathode ray tubse-5 gun (electrostatic 
focus and deflection). 
Wultiple gun cathode ray. 
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N16-T-57527--.~ 


N16-T-57547--.. r 


N16-T-57557-~.~ 


NL6-T-57553~--~ 
N16-T-57559---- F 


bet 


N16-T-57560-.~. 


N16-T-57567--.. r 
N16-T-57577--.~ r 


N16-T-57590-~~- 


7X7 /XXFW------- N16-T-57531---. 


7% 4.-+-2....-.. N16-T-57594-.-. F 


7Z4------.----- N16-T-57594---. p 


7Z4PAPLL--~-~~_ N16-T-57596---- 
7Z5P2-------.2. 


TZ5P7A--~------~- N16-T-57804---. 
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Phototube, 

Phototube, 

Phototube, 

Phatotuhe, 

Gas phototube, 

Planar tetrode, 

See 991. 

Resistance tube (Raytheoa)-Oss0lete, 
See 5556. 

Power measurenent lamp, 

Resetviag UHF Oscillator (Canadian), 

Reselving UNP Oscillator (Canadian). 
Receiving UuF oscillator (Canadian), 
Receiving UIF oscillator (Canadian). 
Velocity varfation UN? oscillator, 
Vacuus phototube, 

See 8A. 

Ballast, 

Ballast tube, 

Cathole ray, magnetic fasus and 
deflection, 


i 
! 
j 
i 
} 


N1L6-T-53001 --_. 


Televiston Picture tube. 

Transvitting UNF triote oscillator, 

Transaittiag UIP triode oscillator, 

Transaitting, alr cooled triode, 

Transaitting, taia tetroie, water and 
forced air cooled, 

Diote rectifier, 

Ballast tube. 

Gas phototube, 

Neon lamp, 

See PJ22, 

See 9A. 

See 185R4. 

See 9A. 

Ballast, 

Ballast. 

Ballast. 

woe FEQA-~-- 2-2-0 Current regulator-Ballast. 

9APL--~---~-~..— 19Q94P].-.----_. Cathode ray (electrostatic focus, 
magnetic deflection). 

Cathode ray (electrostatic focus, 
magnetic deflection). 

Cathode ray (electrostatic focus, 
magnetic deflection). 

Transzitting triode, 

Transaitting triode, 

Teansaltting, water cooled triode. 
Transritting, water and forced alr 

cooled triode, 


N1L6-T-53002..-- 
N16-T-59003~-_. 


N16~T-53004-~-- 
N16-T-58009--.. 


NI6-T-58009-3~_ 


N16-T-58009-5.. 
N16-T-58009-7.. 
NlL6-T-58009-12~ 
N1L6-T-53009.13. 


N16-T-53099-20- 
~7-- NL6-T-53009-24. 
N16-T-53000.23. 


9C25~------2. N16-T-53009-36- Transaitting, forsed air cooled triote, 

9C26-----2-- N16-T-53009-40- Transalttiag, forced air cooled triodle, 

9C27-~-- 20-22. Traisaitting, vater and forced atr 
cooled triode, 

9C28~~+------.. Transaitting, water cooled triode, 

9C29--~-----. 2. NL6-T-53009-52. Transaltting, atc cooled triode, 

9C30----~----22. N16-T-53009-56- Transaittlag, water cooled triode. 

9C31------22 2. N16~T-53009-60- Transaittlag, air cooled triode, 

9CP4-~~---2 28 - Cathode ray (tagnetic focus and 
deflection). 

9DP1 ~-~---..- 2 Cathote ray (electrostatic focus and 
deflection), 

eee 2514B9-~---- 2-22 Cathoie ray {electrostatic focus and 
deflection), 

9DP3-------. 2. 9DP3---~--.-.... 2514C9------ Cathode ray tube, 

9DP4--~-- 90P4------ 22. 251409------ 22 Cathode ray (clectrostatic focus and 
deflection). 

9DP5~~-~~-.- 2. 9DP5-~----~.-.. 2514C9------- 2-2 Cathode ray (electrostatic focus and 
deflection). 

9DP11-----..222 JOPLL--~- n-ne oe O12 Dunont 9DP5; longer persistence than 
present 90P5,. 

SEP1---.-.. 2 PEPL~- ~~ n-ne Cathode ray (electrostatic focus and 
deflection}, 

GEP 4-2-2222 FEPA-~- nen nn Cathote ray (electrostatic focus and 


deflection). 
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Cathode ray (electrostatic focus and 


deflection). 

OFP1-~----~-.-- OFPL----------- -------------- 2-22 Cathode ray (electrostatic focus and 
deflection). 

9GP7----------- N16-T-58010--~. 9GP7----~~----. VCR1L40, ZP549, C7497- Cathote ray (nagnatie focus and deflec- 
tion-Sintlar to 9MP7). 

9GP7aA--~---~-.- N16-T-53010-50- 9GP7A~-~------- -~------------------- Cathode ray. 

QHP7----~---~.. QUP7----------- ----~+---~----- 222 Cathoje ray (nagnetic focus and 
deflectian), 

QJPL---~--...-. N16-T-5801LL---- Fr 9JPL---------.. 1809P1, C7431-------- Cathode ray (elactrostati: focus, 
electrostatic and magnetic deflection). 
Obsolete. 

9LPL---------.. OLPL----------~ ---~----.2---22-- 26. Cathode ray (zagnetic focus and 
deflection). 

9LP7~----~---..- N16-T-59017---~- L 9LP7--~-------. GL455, ZP455, C455--- Cathoie ray (magnetic focus and 
deflection). 

QMPL~-------.-. QMPL~---------. -------- 2-2-2 Cathode ray (magnetic focus and 
deflection). 

JARI aan cane sns GUP7--~---~---- --------------------- Cathode ray (replace with 9GP7). 

QUP7/9SP7---~-- 9GP7----------. VCRL40, ZP549, C7487- Cathode ray (ragnetie focus and 
deflection). 

guPg----------- OWPQ----------- ++-------- +++ 2 Cathole ray (zagnetic focus and 
deflection}. 

9MP9---------~- 94P9----------- -----+-----~----~---. Cathole ray (magnetic focus and 
deflection). 

QNP1----~---... QNP1----------- -------~----------- 2. Cathode ray (electrostatic focus and 
deflection). 

ONP7=--2---2--. QNP7--~--------. -~+---~---- 222-22 Cathofe ray (electrostatic focus and 
deflection). 

9Z8P7~----.---. 9Z8P7---------~ -~.+------~----.-----. Cathode ray tube-3 gun. 

AlO--++-s-.---.. Al0------------ +------------ Therasy tyne YP triode (obsolete: 
Similar to LILH). 

CE10----------- CEI0A/8,C,D,--- NULO----------------- Phototube. 

CE10A4/8 CE1OA/B-------- NULOA/B-------------- Phototube. 

CE10C=-=---L ==. CE10C---------- NU1CC---------------- Phototube. 

CE10D---------- NULCD---------------- Phototube. 
CR1O0--~~-~----- -~------------------- Grid controlled gas rectifier. 
N16-T-59109---- (ee 655R, RELIO, 6048, Receiving accrn tyne UY? diode 
604A 


rectifier-Sinilar to 9994, except for 
pin connections (Canadian). 

See 2C26. 

Gas phototube-See 1P31. 

Geiger-Yuller Tube. 

Phototube. 

See 5306. 

See 10. 


See 10 (RK10 discontinued, replace with 


10Y). Vacuum phototube. 

VGl0=----<2-.--5 N16-T-531L91-5-- Geiger-Yueller counter tube. 

VGLOA~--------- See 1367. 

VX10-- ---- N16-T-58101-fro- Time delay thermal relay. 

10------------. 10---------.--- PT210, 210, RCALO, See 10¥ (replace with 1CY). 

RK10, CX310 

10-3---------.--~ N16-T-53101-30- 10-3----~~----- -~-.--------------.-- Ballast. 

10-4A---------- NL6-T-53101-40- F Ballast tube. 

10-4B~--------- N1L6-T-53191-42- F Ballast tube. 

10-4D---------. N16-T-S91L01-44- Ballast. 

10-4£---------- NL6-T-59191-45- Ballast. 

10-54449------- Cold cathode discharge tube. 

10-B4---~----~- N1L$-T-59102---- Ballast. 

10BP4~------.- * N16-T-53103---- Cathode ray (magnetic focus and 
deflection). 

1OBP4A~------~~ Television picture tube. 

10CP4---.------ N1S-T-53103-20- Cathode ray (sagnetic focus and 
deflection). 

10D~------..-.- N16-T-53103-40- Ballast. 

100P4-~-----~--- Cathode ray (electrostatic focus and 
magnetic deflection). 

POD ns smesnucna cn N16-T-53103-S0- Gasma counter tube. 

10E/9---<.6-4-~ See 832. 

10E/92-- ----.-- See 91. 

10E/95--~-----. See FC95. 

1OE/97-------.- VT90(Br.)/80L1- -- See VI90(8r.)/8011. 

10£/105~--~-.-- VR92(Sr.)------ -- See VR92(8r.). 

1OE/103-------- VT94(Sr.)------ ------- See VT94(3r.). 

10E/142---~----. VT61LA(Br.)----- ------- See VT61A(8r.). 

SS a aw UP eee EL St Bc ce See VULLI. 
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10E/339-- 


10E/466------.. 
10E/587-~---... 
10E/1540------. 
10E/7312-----.. 
10£/8097---.-.. 
10£/8739---.-.. 
10£/11398----- 
10E/11399-----. 
10£/11400~- 
10E/11401-----. 


10E/11441----.. 
10E/11443----.. 
10E/11449-----. 
108/11449--~-.. 
10B/11452-~-~-. 
10E/11529----~- 
108/11534----.- 


10E/21402--.-.. ; 


N16-T-53193~30- 
NL6-T-59103~94- 


N16-T-53103-90- 


N16-T-53104--.- 


N16-T-58110---~ F 


NL6-T-S91L18--~- 


N16-T-59124---. 
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VT98(2r.)---. 
VT127(Br.)----- +----------. 22 oe 
VT98(3r.) 


CELLA/3,C,0,¥ 
CELLA/B 
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CLASS DESCRIPTION 


See VU504, 

See VTLL4(Sr.). 
See VR117(Br.). 
See VO1L33. 

Sea VT101(Br.). 
See VT92(Sr.). 
See VT1L27(3r.). 
See VT98(Sr.), 
See VIILA(Br.), 

42. 


See 6C6, 

See 6D6. 

See 687, 

See GF6G 

See 1S10Pl. 

See 807. 

See VR73(Br.)}. 

Sea VI25(Br.). 

See VU29, 

See VT31(B8r.). 

See VI52(Br.). 

See VR53(Br.). 

See VR54(B8r.). 

See VR55(Br.), 

See VR56(Br.). 

See 8018. 

See 8019. 

See 6J55T/G, 

See VS63. 

See 955. 

See VU71(Br.), 

See T7240, 

See VR78(Br.). 

Cathole ray (magnetic fozus and 
daflaction). 

Cathole ray (nagnatic focus and 
deflection). 

Cathole ray (electrostatic focus and 
deflection). 

Cathol2 ray (alactrastatic focus and 
deflection). 

Cathole ray (zagnetic fosus and 
deflection). 

Cathode ray, 

Ganza counter tube. 

Television picture tube. 

Television picture tute, 

Phototube nultiolter. 

See VT25A. 

Supersedai by 1402-fee 1402. 

Ballast. 

Trinsnittiag triot2 anokif ter. (10 with 
ceramic baga), 

Transzitting ani reco{ving triode 
anplifier oscillator (10 sith micanol 
base}. 

Therapy type HF triode. 

See 834. 

Phototub2-See LIV. 

Phototube, 

Phototube. 

Phototube. 

Theripy tyo2 HF triote (stullar to 
UXCVLE 2L1LH, A331). 

Transaitting triote-water cooled (20%8). 

Gas phototuba. 

Beta-Gaaza counter tube. 

See 917. 

Speclal purpose triofa vacuua control 
tube (inactiva). 

Transiitting triode auplifter 
(discontinued). 

CVI with UX base (3inilar to HY-51-A, 
332, T8413). 

Vacuum phototube. 

Neon lamp. 

Gamma counter tube. 
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917-----------. 9L7, CELLV, NULLV---- 
CEL2A/3,C,D---- NUL2-------~-------.. 


12A-----------~ 

LZA/112A4---~---- N16-T-59222-... 
12A5-------~--- N16-T-59225----~ 
12A6--- N16-T-59228--~- 
12A69T--------~ N16-T-593229-~-- 
12AGSTY-------. N1G6-T-53230---- 
12A6Y-----~--.- N16-T-53220-50- 
12A7----------~ N16-T-5323L---- 
12A8G---------. 

12A3GT-------.. N16-T-59236--.- 
12A86GT-----... 

12A87GT---~---- N16-T-58239---- 
12AL5---------. N16-T-59239-40- 
12AP4---------~ 

LEAPT soeccencee N16-T-59239-50- 
POAT ss~-ces5-2 N16-T-59240---- 
12AT7~-----+---- N16-T-59240-10- 
12AU6---------~ N16-T-53240-20- 
12AU7~--------- N16-T-59241---- 
12AU74----+.--- 

12A76----~------ N16-T-59241-30- 
12AV7----.----. 

12AM6-----~-~--- N16-T-59241-50- 
1L2AX7~---2--2-- N16-T-59241-60- 
L2AT7-------~-- N1L6-T-53241-90- 
12B6U--- 

1257---- 

12B7ML-- 

LZ38CT---.-- 2. NLG6-T-59242---- 
425A6---------. N16-T-59242-50- 
123A7---------- 

12506---------- N1L6-T-59242-55- 
12526---------- NL6-T-53242-60- 
128F6-----~---. NL6-T-53242-65~ 


12A/1L12A------- ++-------- 22-2 


TZA/l 


12A------- USLLZA, 3382, 124, 
38102 


L4A7% 
12386 


12347 
12506 
L2EZ6 


L/1237"L-- --------------------- 
T 
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(obsolete). 

Reeziving triole datastor amplifier 
(obsolete). 

See JL7 (Tyse CEL with anole at toa). 

Photatus2 (3a72 a3 CEL exczpt bulb ig 
round instead of tubular). 

Phototuba, 

Phototute, 

Phototube, 

Gas phototube. 

See dJE327A, 

See 866A, 

Transmitting tricde amplifier (raplace 
with 814). 

Transvitting triode atplifier, 

Phototuta (sane as "UL excapt bulb igs 
round instead of tubular), 

Stiailar to 211 (discontinued), 

Transaittiag triode avolifier (ob30- 
lete, gsinitar to 90a). 

See 5317. 

Transnitting trioia Fovar amplifier. 
Vacuua phototuta. 

British. 

Recalving trioi2 detacter amplifies 
(obsolete). 

Velocity variation 44P oscillator. 

Receiving triode detector azplifier 
(obsolete). 

See L2A/LL2A. 

Receiving trisie detector azolifter 
(obsolete) (sinilar to 71A). 

Receiving pentode aczer anplifier. 

Receiving pentoda pever azplifier, 
Ressiving pentojia povar amplifier. 
L2A53T with Micanol base, 

L2A6 with Nicanol base. 

Receiving diode rectifier pentode 
amplifier. 

See L2A35T replace with 12A8GT. 

Receiving pentazrid converter: (tysa ¢AB 
characteristics). 

Reeelving twin triode low mu amplifier, 
Receiving twin trioda atplifier (type 
6AH7GT characteristics), 

Receiving, ainlature twin diode. 
Cathole ray (elactrostatie focus, 
magnetic deflection). 

Cathote ray (2lectrostabic focus and 
deflection). 

Miniature version of 12307. 

Recaiving, 9 pin ainiature twin triode. 

Receiving, ninlature pentode, 
Reseiving, 7 pin ainiiture twia tcloie, 
separate cathodes (twin 6C4). 

See 5814. 

Resaiving, sinfature double diode, high 
au triode. 

Receiving low nolse twin triode- 
ainiature. 

Recelving atinlature pF Pentodte (sinllar 
to 6AG5). 

Recelving 9 pin mintature twin triode, 
separate cithodes. 

Receiving, twin f€riode. 

Recelving diode triote (Canadian). 

See 14A7/1237, 

See L4A7¥U/1237¥L, 

Receiving triode pentode anplifier 
(obsolete). 

Miniature version of 123G7. 

Receiving, pentode converter. 
Recelving, ainlature RF pentode. 
Wintatere veraion of L2SAT7. 

feceiving, tintature cuadlLode, Low au 

triode. 
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12C8-K9--...-.. 


12C8 Spectal-.- 


12D-~------.... N16-T-59245--.. 


12DP7-----..-.. N16-T-58247-~-. 


12DP7A~--~--... N16-T-59249-.-- 


12F5GT-------.. N16-T-59252---- 
12FPL---~---_.. 
12FP7--~---.-.. 
12G7G--------.. 
12GP7---~-2-2 2. NL6-T-58257---- 


N16-T-58260---- 


124P7-----222 1 N16-T-59267---. 
12J5~-------.-- N16-T-58273~--- 
12050T=-~ 0 san NL6-T-59275-~-- 
12J54GT---~-._. N16-T-598277---_ 
12J7G 


N16-T-53292--.. 


12JP4--------.- N16-T-53283---- 


12K8Y---------- N16-T-58294---- 
12KP4-~-----... 


12KP4A-----... 
12L9GT-----~-.- N16-T-59295---- 


12Q7GT-------.- N16-T-59297---- 


First Edition 
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VTL53--------..- 1664, 12C8 scecial--- 


VI153---~-~--..- 1664, 12C8-K9------.. 


1630--~--~----.. 455994------------__- 
12H6---------2., oe 


12K7G-- 
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Double diode triode. 

Doudle diode triode. 

Double diode triode. 

Receiving duodisie Fentode anplifter 
(type 688 characteristics). 

12C8 with shell directly connected to #l 
pin. 

12C9 with shell directly connected to fl 
pin. 

12C8 with shell directly connected to Wl 
pin. 

Cathode ray (magnetic focus and 
deflection), 

Ballast tube. 

Cathode ray (magnetic focus and 
deflection). 

Cathodje ray (magnetic focug and 
deflection), 

Liniting aperture veraion of L2DP7. 

See 12DP7A. 

Canaliam cathode ray (nagnetie focus 
and deflection) -obsolete-raplace 

with 12DP7. 

Receiving triode avplifier (sintlar to 
6PSGT/G). 

Cathode ray (obsolete). 

Canailan cathode ray (obsolete, modify 

Receiving trioie anplifler (Type 6F5 
characteristics, 1207GT/G will replace 
if lead on pin #4 ig put on pin #3). 

Cathoie ray (electrostatic focus and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). 

Duodiode triode. 

Cathode ray (electrostatic focus and 
deflection). 

See 1630, 

Receiving duodiode rectiffer doubler 
(Type 646 characteristics). 

Cathode ray (electrostatic focus and 
deflection). 

Cathode ray (electrostatic focus and 
deflection). ‘ 

Cathode ray (electrostatic focus and 
deflection) (inactive). 

Receiving triode detector anplifter, 
Receiving triode detector anplifier 
(Type 6J5 characteristics). 

Ruggedized version of 12J5GT. 

See L2J7GT; ceplace with 12J7GT. 

Receiving triple grid pentode acplifter 
(similar to 6J7, L2K7GT). 

Cathode ray (magnetic focus and 
deflection). 

Cathode ray tube. 

See 12K7GT; replace with 12K7GT. 
Receiving pentode aaplifier (sinilar 
to 6K7, L2J7GT). 

Receiving triode hexode converter. 
Receiving triode hexode converter (Type 
6K8 characteristics). 

See 12K8Y. 

Type 1288 with alcanol bage,. 

Cathode ray (magnetic focus and 
deflection). 

Television picture tube. 

Receiving twin pentode Power azplifter. 

Cathole ray (magnetic focus and 
deflection). 

Television picture tube. 

See 1L2G7GT; replace with 12Q7G7, 
Receiving duoilode triode (Type 697 
characteristics), 

Cathode ray (magnette focus and 
defleation). 
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12RP4----2 


1238GT-~-..-.__ N16-T-59299.._. 
123A7-- --~ N16-T-59309--__ 
125A7G--~-- 228 
L2SA7GT-..-___. 


L2SA7GT/G---... N16-T-59302-.._ 
L2SA7GTY~~.2- 8. N16-T-59303..__ 
123A7¥-~--___ N16-T-53304..__ 
128C7------ 22. N16-T-59307-__. 
1L2SF5------- 1 N16-T-59315.--_ 


12SF5GT----- NI6-T-59317-___ 


12X925------. N16-T-5336] -... 
1222P7--.-. 21 NL6-T-59362-.__ 


NT6.T-59363__ 
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12SF7-----_ 22. N16-T-59322-.__ 
12SF7GT-~--._.. 

L2SF7Y--~- N16-T-59323___. 
128G7------ 2. NL6-T-59325-._. 
12SG7GT---...._ N16-T-59326..__ 
128G7Y-- ~~ N16-T-59327____ 
12SH7-~---_ 22. N16-T-59332g-.__ 
12SH7GT----_.__ N16-T-59329____ 
128J7-----222 N16-T-53331-._. 
128J76T---- 222. NI6-T-53333_... 
128K7----.-.1 N16-T-59334__.. 
128K7G----_.___ 

12SK7GT~--._.__ 

12SK7GT/G---.__ N16-T-59336-._. 
12SK7GTY--~.._. NL6-T-59337____ 
12SK7¥~.~2- 208 N16-T-59337_59_ 
12SL7GT----__. N16-T-59339-2 2. 
12SL7a---0. 28 N16-T-59339-5__ 
12SN7GT----._.. N16 -T-59345____ 
12SN79---- 220. N16-T-59345~5__ 
12SP7 2020052, 

128Q7-----22.0. N16-T-59350..__ 
128Q7G---.--__. N16-T-59352..__ 
128Q7GT---..... 

12SQ7GT/G---._. 

12SR7~--.--- N16-T-59357.__. 
L2SR7GT-~---. 2. N16-T-59359__.. 
128¥7~---- 202. N16-T-59359_.__ 
12SW7GT----_... N16~T-59359-25. 
12SX7GT-----_._ N16-T-53359-50. 
L2SY7----- N16-T-59359.79_ 
12S¥7GT-~---___ N16-T-59360.... 


CURRENT SERVICE 
DESIGNATION 


L2SA7GTY-.--20 2 _ 
L2SA7Y---- 2 
128C7------- 2 


12SJ7-~---- 2 LL 


12SK7-~-----22. LL. 
128K7G-----222. LL 

12SK7GT/¢ 
12SK7GT/G 


12SL7#~~-----2-. 
12SN7GT 


12Se7cT 
ae ae re ee 


128Y7---- ee eee neen nn. 
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CLASS DESCRIPTION 


Cathote vay tube (magnetic fosug and 

deflection), 
Receiving triple efode triode, 
Recetving Pentagrid converter, 


See L22A7ST/a; Replace with L2SA7GT/c. 
See 125A7GT/¢, 
Recetving pentag 
characteristic), 
12SA7GT with Micanol bage, 
12SA7 etth Micanol base. 
Recaiving twin triode azplifter (Sinilar 
to 6SC7, L2SL7GT), 
Receiving triode aaplifier (Type 6SFS 
characteristics), 
Recetving trioda anoslifier (12597 wilt 
replace if base is rewired). 
Receiving dioje pentade (Type 6557 
characteristics), 
Receiving diode Pentode, 
12887 with Sicanol base. 
Receiving Sentod2 anpliftor (Tyz2 6307 
characterigtics), 
Receiving Pentote anplifier (Type 6867 
characteristics), 
12SG7 with 4ticanol base. 
Recsiving Pentole anplifier (Type 6307 
characteristics), 
Recefving pentoia anplifier (Type 637 
characteristics), 
Receiving triple grid rentode azplifter, 
Receiving lricle sriq Fentoie arplifier 
(Type 68u7 characteristics), 
Recaiving Fentoda acplifier, 
See 123X7GT/G; replace with L23K76T/c, 
See 128K7GT/a, 
Receiving Pentote anslifier (sinilar to 
6SK7, L2SJ7GT/G), 
L2SK7GT with Hicanol base, 
12SK7 with H4icanol base, 
Receiving tzin trtode inplifier (siatlir 
to 6SL7¢T, 128C7), 
Ruggedized version of 12SL7¢T. 
Recetving tzin tcia22 arslifier {Type 
6SN7GT characteristics). 
Ruggejized version of L2SN7GT. 
Cathode ray tube, 
Receiving duodiode triote, 
See L2327GT/c; veplace with 123Q7GT/G, 
See 12397GT/s, 
Receiving dustiode triode (Type 63Q7 
characteristics), 
Receiving duodiode triode (Type 6SR7 
characteristics). 
Receiving duodiode triode (Typa 67 
characteristics), 
Version of 12SR7 for 2g8-y Operation, 
Discontinued tn favor of 12597, 
Receiving twin triode anpliftier solested 
12SN7GT for 28-v, operation, 
Recelving Fentagrid converter (28-vole 
type 12547), 
Recelving Pentagrig converter (2S-volt 
type L2Sa7Gr). 
Cathode vray (zagnetie focus and 
deflection 
Televistos pictura tube, 
Televisioa picture tube. 
Television Pictzure-tube, 
Television picture tube, 
Special purpose vacsuua dfodze roctitior 
(Canadian), 
Diode gas rectifier (sussrgedag 277445), 
Cathole ray tubs (elastroctatiec fosug 
and deflection) -dual gun. 
Recelving dlode rectlhfiler, 


Recelying voltase doubler recstiffear. 
Obsolete. 


rid converter (Type 63a7 
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FAL3----------- N16-T-58366---~ 


13-4----------- N16-T-58375---- 
13-4B---------- N16-1-593375-50- 
13B------------ 

13T4----------- N16-T-59377---- 


FAL4----------- N16-T-58380---- 


N1L6-T-58394---- 


14A4-~--------- N16-T-59395---- 
14A5------~---- 

14A7----------- NL6-T-53400---- 
14A7/12B7------ NL6-T-58401---- 
14A7NL/12B74L-- 

L4Af7-~---~---- N1L6-T-53401-10- 
14AP1--~------- N16-T-58401-15- 
14AP2--------~~ 

14AP4------~--- N16-T-53401-30- 
14AP5--~-------- 

1486-----~---~- NL6-T-58402-~-- 
14B9----~-----~ 

14BP4-----~---. 

14C5-~---~----- N16-T-58405---- 
14C7----------- N1L6-T-58417---- 
14CP4-----~--.- 

14DP4---------. 
1486----------- NL6-T-59421---- 
14E7----------- NL6-T-53422---- 
14F7-----------, NL6-T-58427---- 
14f8----------- NLG-T-59428---- 


CEL3A/B,C,D,V-- NUL3----------------. 
CE13A/B-------- NULSA/Sa<2sssssae eee 
CELSC25--25222- NYPD sees coc- ss Gk 
CE13D---------- Ae) 6 eee ie 


CEL4A/B,C,D---- NJ14----------------- 
CEL4A/B-------- NJL44/B-------------- 


1447/1287 
1447/1287 
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Photatube (Type CE2 sith anode at top). 

Phototube (Type CE2 with anode). 

Phototube (Type C&2 sith anode). 

Phototube (Type CZ2 with anode). 

Phototube. 

Indicator tube. 

Gas phototube. 

See 1P25. 

Phototube (sinilar to U2 with anode at 
top). 

See 5818. 

Vacuua phototuke. 

Beta-Ca=ma counter tube. 

Velocity variation 4!F o3clllator. 

See 80; replace sith 90. 

Ballast tube. 

Ballast tube. 

See 80; replace with 30. 

Ballast tute. 

Phototube. 

Phototube. 

Phototube. 

Phototube. 

Conpensator tute for resistance vacuua 
gage. 

See 920. 

Gas phototube. 

See 914. 

Transaitting trisie. 
Phototuba (siailar to NUL3 with grid 
surrounding anodje)., 

Special phutotube. 

See PJ14. 

Vacuua phototubea. 

Receiving screea srid r-f amplifier 
(similar to 244). 

Receiving lock-in type triode amplifier 
(Type 744 characteristics). 

Receiving lock-in type power anplifier. 

See 14A7/12B7. 

Receiving lock-in tyo2 pentolte azplifier 
(sisilar to 7A7, 14C7). 

Receiving pentoite azplifier (replace 
with 14A7/1287). 

Receiving tain triode (similar to XXD, 
14N7). 

Cathode ray (electrostatic focus and 
deflection). 

Cathoda ray (electrostatic focug and 
deflection). 

Cathod2 ray (electrostatic focus and 
deflection). 

Cathoja ray (electrostatle focus and 
deflection). 

Receiving loct-in tyne duodlode trtole 
(Type 720 characteristics). 

Receiving lock-in tyre pentagrid con- 
verter (ainilar to 733, 14J7, L437, 
12A8CT). 

Television pictura tude, 

Recelving lock-in typ2 pentode pover 
amplifier (Type 6V6 characteristics}. 

Receiving Lock-fn tyre triple grid 
detector auplifier (sinilar to 
1447/1287). 

Cathada ray (aagn2tic focus and 
deflection). 

Telaviston pictur2 tubs. 

Recaiving Lock-fa tyre dusdiols triota 
(Type 7E6 characteristics). 

Recelving Lock-in tyre duoitod2 pentoie 
(Type 7&7 cheracteristics), 

Receiving lock-in tyre twin triote 
anplifier (Type 7F7 characteristics). 

Recefving, lock-in type double triaie 

azplifier (type 778 characteristics). 


. 
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CLASS DESCRIPTION 


WD mae m nnn nnn NL6-T-59437--_. 


etait Recelving lock-in type pentote anplifier 
(Type 747 characteristics). 
14J7----020 2 ia Le ee Racaiving lock-in tyne triode heptode 
Converter (sisilar to 757, 1443, 1437), 
L4N7-----.-2 222 N1L6-T-59447-... TAN erik ek RD | Recatving lock-in type twin triote 
amplifier (sisilar $0 7N7, 14487). 
Nl6-T-58450--.. TROT certain ee Saas ce ch ec Receiving losk-tq typ2 pentazrid con- 
verter (Type 797 characteristics), 
NL6-T-53452-... WARE sceinascee eee Sones Seok aon fy 


Receiving lock-in type duodifoda Fentode 
(Type 727 characteristics), 
N16-T-58457~-__ 


Receiving lock-in ¢, 


N16-T-53467-~.. 
N16 -T-53473--2_ 
N16-T-58474¢.-__ 


Receiving lock-in type diode rectifiér 


(veplace with 1223), 
CEL5A/8,C,D---. NULS. 


etait eee Phototube (rectangular anode), 
BEL ON Ba em anne i onrniinvoyecccc cau. 2. Phototube, 
timate nea ee EN Phototube, 
SUSU seers Sebi Sita coucnn Gee Phototube, 
ier Vacuua switch (SPDT). 
N16-T-53507-___ G15------ 8 Phototube. 
927----- ee Gas phototube. 
N16-T-59510-~__ GULULSYIF--- LL Gelger-Yueller tube. 
4536-41 ----- 2 4agnatron series-See 4536-41, 
C&203-----~ 2 Diode gas Frectiftler-~See CE203, 
L415------2222 2 LL 


Superseded by 2721 (stal 


lar to C7557). 
Beta-Gataa counter tube, 


Phototube. 
WTLO4(Br. )---—— 28 See VTl04(Br.), 
SB21-~~--- 2 See 5821. 
Receiving triode Power anplifier (dig- 
continued, 


N16-T-59513-._. 


type 46 nearest equivaleat. 
N16-T-53515-_.. 


Vacuun Phototube, 


Nl6-T-59525--.. 
N16-T-58530-... 


N16-T-53535-... 


Nl6-T-58545..__ 


NL6-T-59596--.. 


an N16-T-53616--.— 
ELLSF--------.. 
ELCL6J---~----- 
Gl6----- 202 NL6-T-53621-... 


NEL6----- 2022. 


ISAP4---- n-ne 
15CPa-~ nn 
TSDPA erste ees 8092 Soe on 
15E---~---2-- 2. 8023, 4030, 3-1543/ 
158 

15Q-~~~-----__. 2-L5A/15R-~---- 22 
Cl6J------ 2. ELCL6J-~------ 22 
CELGA/3,C,D---- wulg----.-.-..--.. 
CEL6A/3--.-.-__ NUL6A/B-~------ 2 
CEL6C---.- 2 NUL6C---~-- 22 
CELSD-~--_.____ NULSD~~-~ 0-22 
CV16-------2 28. SL4$, $25A----.22 28 
EL-16 


GLIs2 


Geiger-Yueller tube, 
Receiving Pentode anolifier. 


Receiving tetrode anplifier, 
Cathode ray { 


deflection). 
Cathote ray (elastroa 

deflection), 
Television picture tube. 
Transaittiag UNF triode amplifier, 


masn2tic focus and 


Agnetic focus and 


Diode gag rectifier, 
Transzitting diodes vacu 
Grid controlled 
Phototube, 
Phototube. 
Phototube, 
Phototube. 
Grounded grig trioda (British), 
Diode gag rectifier, 

Diode gas rectifier, 

Diode gaz rectifier, 

See Cl6J, 
Gas phototube, 

Gas phototube, 

See 4327, 
See 991, 
Phatotuta (siailar to ‘yr with cathodg 
fa independent halvas). 
GE X-ray, sea FP265, 
See GLi52, 


uz rectifler, 
623 rectifier, 


Receiving triode co 
(discontinued, 
equivalent), 

Reflex Klystroa oscillator, 

Vacuum phatotube, 


Vacuua Phototube, 
See 81. 


Ballast. 
Cathate tay (zagre 
deftectiog)._ 


wor anplifter 
Type 59 nearest 


tle focus and 


ELECTRON 
TUBES 


lowPaA-----__._ 
169P4-----_.__. 
162P4----.-_... 
168P4--~—--___ 
16SP4A----_-_.. 
16774522222. 


164P4-----__.__ 
16X897---~--—-- 


R6XP4---_--- 
16YP4-—---_____ 
ARPL7----—--... 
CEL7----—--~... 
CEL7A/B-—-~_.. 


FG17-------~... 


G17F—---.--... 
NUL7-----—----. 


RK17-------~~ —_ 


17-3------~--.- 
17G2----------- 
CE18---------.- 
CE1GA/B---~--~- 
CE1@B-------.- 


cY18-~--------- 
cV18(Br.)------ 


G1aT------~--. = 
HV19----------- 
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STOCK NUMBER 


NL6-T-59630--.. 


N16-T~53640---- 


N16-T-58700---- 


N16-T-58709---- 


N16-T-58710-~--- 
N16-T-58717---- 
N16-T-53900---- 
16-T-58805---- 


NAVY 
STANDARD NAVY |ALLOW-|CURRENT SERVICE OTHER NUMBER 
ANCE | DESIGNATION 
CODE 
CE201 
CEL7A/B,C, D---- 
CEL7A/B------~- 
FGL7----------- 38217, 272, 967, 0517 
4261, TT17, CE309, 
£E17, 17, ¥L5557/17, 
NL7L5 
r 
CE18A/3,C,D---- NUL8---------------.. 
CELSA/B 
CE1S8C--------._ 
C£1gD-------__- 
2C34----------- 


N16-T-58922---- 
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CLASS DESCRIPTION 


Gas rectifier, 

16” Directly vicwad «inescope sith tron 
trap. 

Cathode ray tube. 

Television picture tube. 

Television picture tube. 

Televiston picture tube. 

Diode gas rectifier. 

Cathode ray tube. 
Telavision pictura 
Television picture 
Telavision picture 
Television pisture 

Television picture 
Televistoa picture 
Television pictura 
Television picture 
Television picture 
Televisioa pictura 
Television picture 
Telavis3ioa picture 
Television picture tube. 
Televislon picture tube. 
Cathcde ray (zagnatic focus and 
deflection). 

Television picture tube. 
Television picture tube. 

See 4527. 


tube. 
tube. 
tube. 
tube. 
tube. 
tube. 
tube. 
tube, 
tube. 
tube. 
tube. 
tube. 


Television pictura tube. 

Television picture tube. 

Recelving tetrode pozer acplifier. 
Phototube. 

Phototube, 

Phototube. 

Phototube. 

See FGL7. 

Grid-controlled gas rectifier, see 5574. 


Gas phatotube. 

Phototube (sinilar to HU2 with flat 
cathode). 

Receiving pentode power anolifter 
(discontinued. Type 2A5 nearest 
equivalent). 

Vacuum phototube. 

Velocity variation UI? oseillator- 
Klystron. 

Grid controlled gas rectifier. 

Vacuum phototube. 

See 6D4. 

See FGl7. 

Receiving triode (sinilar to Type 27). 

Ballast tube. 

Ballast tube. 

Gas phototube. 

Gas phototube. 

Gas phototube (now CELSA/B). 

Gas phototube.. 

Gas phototube. 

See 2034. 


See 2034. 

Gas phototube. 

See HF2C0. 

Ceiger-“ueller counter tube. 

Gas phototube. 

Transaltting triode amplifier 
(discontinued). 

Velscity variation UH? osclllator-raflar 
Klystron. | 

Vacuua phototube. 

Receiving power anplifier, peatode. 
See 2034, 
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N16-T-58925---~ 


CE20-~--------- 

CE20A/B------.. 

CE20C-------... NIS-T-53}740---- 

CE20D-------... 

FV20--~-~---.-. N16-T-59950---. 

GE20%672-~---.. 

KR20-~-~--------. 

NU20---------.- 

N20C------.-.. 

REL2Q-------.-. 

RK20-------..-. §04----------.. RCAS04--~------- 2-2 

RK20A----~----_ N16-T-59955--~~. RK20A------~--_ CK70---------- 2.2, 

T20-----~-----. N16-T-59975---- T20-----------~ ~~ ~~ eee 
TUF20---------- ----2-22--- 2k 

N1L6-T-59000---~ T220----------- 22 oe 

CV31----------- ~~ 


20-4---------.. N16-T-59010---- 

20APL-~-------. N16-T-59020--~- 

20AP2-~-----.-- NL6-T-59070-20- 20AP2------~--- 2552B20--~-~---.-..-_ 
20AP4~---~-...- N16-T-59020-30- 20AP4--~---...- 2552020----~-----..-. 
20AP5---------- N16-T-59920-35- 20AP5-~----~--- 2532D20~-----~-------- 
20APLL-~-----~~ 20APLL 

2O0SP1--------5- N16-T-59020-45- 2C8P1 

20BP4----~-.~.. 20BP4 

203P7---.-.--.. Nl@-T-59020-50- 208P7 

20J3----------. 2043 

20X$72-----2 28 NL6-T-59022---- 4B36 

A21------------ A2L--~------ 

AR21--------2-2 VR55(Br.) 

AW21-~--------. Ag21 

CE21---------. CE21A/3,C,D---- G14, NU21, 60A------.~ 
CE2LA/3-----.-- CE21A/B-------- G14, MU2LA/B, 60A---- 


ie 2 0 60A3 
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CLASS DESCRIPTION 


Canadian destsnation for ZP436 
(obsolete). 

Transaltting duaitoda rectificr 
(discontinued). 

Velocity variation UNF oscillator- 
Klystron, 

Resatving twin trinie azplifler (Type 
1J8G characteristics). 

CRT. 

Receiving taan power angplifier, 
Television picture tube. 

Televistoa pleoture tube. 

Televiston pictura tube, 

Televiston picture tube. 

Television picture tube, 

Recelving ainiature tedilum-ou tyin 
triode. 

Recelving 9 pin ainiature triple diode 
triode. 

Gas phototukte, obsolete, supersedad by 
CE25. 

Gas phototube, odsolete, suparseied by 
Ce2s, 

Phototube, 

Obsolete-phototube. 

Special purpase triode vacuum control 
tube. 

See 4836. 

Receiving special detector, 

See 927. 

See 927, 

Watson thyratron. 

Transzitting ventote atolifier (discon- 
tinued, replace with 804). 

Transtitting pentoje atplifier (Tyce 
RK20(804) and RK4 characteristics. 

Transnitting triode aaplifier (siailar 
to 1623). 

Transaitting or receiving VUP triode 

(Taylor). 


Sea CV31L. 
See FV20, 
Recelving triode azplifter (obsolete). 
Ballast tube. 

Cathode ray (electrostatic focus and 
deflection). Obsolete, suoerseded by 
K-1019P1, etc. 

Cathote ray (electrostatic focus and 
deflection). Obsolete. susersedad hv 
K-LOl9PL, etc, 

Cathode ray (electrostatic focua and 
deflection). Obsolete, supersedad 
by K-LOL9PL, ete. 

Cathote ray (electrostatic focus and 
deflection). Obsolete, superseded by 
K-LOL9P1, ete. 

Old Curont 20125; longer persistence 
than present 20425, 

Cathole ray (nagnatic focus and 
deflection). 

Cathod2 ray (a2gnetie focus and 
deflection), 

Cathode ray tube. 

Reselving tricda heatede converter 
(Canadian). 

Diode gag rectifier, 

Therapy type HF trioda. 

See VR55(B8r.). 

Trioie vacuua ceatral tube (sitLilar 
to 203A). 

See CE21C. 

See Cé2ic. 

See 920. 

See CE2LC. 

See 3D21. 

Gas phototube. 
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----+ N16-T-59110---- 


REL21---------~ N16-T-59120--~- 
RK2L----------— N16-T-59130---- 
RI21---------~- N16-T-59135---- 


NL6-T-59137--~- 
N16-T-59139---- 


N16-T-59140---~ 


NU22A/B 


CE22C----~--.-. Nv22c 

CEZ2D~---mmenn ggg 
CE-2293-AB----- NI6-T-59180----  CR-228-AB---.-— ----------------- ee 
CE-224B-S1----- N16-T-59134--~- 


‘ CE22, 924------------ 
PJ22--+---+----- N16-T-59200---- V-9, ¥L734, CELVC---- 
REL22---~-----. REL Special----~------ 
REL22 Spectal-- aR Bop eee teen ene ee eenne ene 
RK22----------— 39222----- ---+------ 
SAR22-n-------= angen ee one eee ne eee 
22------------- N16-T-59220---- 3222, 38022, SE3222-- 
2eAPA---- ee apg Ue eee 
22AP4A--------~ eiumisecanseanexuloss 
CE23--------~-~ N16-T-59350---- = CE23A/B,C,D---- -------------------_- 

NU300-----~---------- 
-~ CE23, 923-----------. 


CEl, WL735. 963/PJ23- 


N16-T-59335---- R232 -------- 22 ee 
23-5SA------~-- N16-T-59338----  23-S5A--------- eee eee 
23D4----------- N16-T-59340---- 2 3D4----------- ---- eee 
CE24C-------~ ee) pa Gen eocosan wakuae, dudcccseuecene 
FT24----------. NI6-T-57405---- wwe anne eens Wien nee 
Hk24----------- N16-T-59424---- 25T, 3-25A3/25T, 3034 


3€24----------- 25TG 


N1L6-T-59428---- 


N16-T-59430---. 


N1L6-T-59444---- a 


NL6-T-59450---- J 


N1L6-T-59435---~ 
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Grid controlted gas rectifter 
(superseied by KY2LA/KY21). 

Grid controlled gag restifler. 

See CZ21C. 

Triade vacuus control tube. 

Spark gap tube for SCR 533. 

Diode vacuua ractif’ter (obsolete, 
nearest equivalent 936). 

Diode gas ractifler (sunerseded by 
RX2LA/RK2L). 

Transaltting diode gag rectifier. 

Transaitting triode amplifter. 

Trangziitting tetrode arplifler (sinllar 
to 6L67X). 

Subainkature type diode. 

Sse 5799. 

Velocity variation USF oscillator. 
Ballast tube. 

Recelving tetroda auplifLer (obsolete). 


Receiving tetrode azplifier (obsolete, 
nearest equivalent is 244). 

Gas phototube, 

Gas phototube. 

Gas phototube. 

See 924. 

Phototube (zithout basa). 

Phototube (without base). 

Geiger-“ueller counter tube. 

Receiving special detector. 

Cathoda ray. 

Gas phototube. 

Vacuum phototuba. 

Obsolete, Canadian nunbar. 
Obsolete Canadian nuaber. 

See 3323. 

Velocity variation UHP oscillator- 
Klystron. 

Receiving tetrode amplifier (obsolete). 
Cathode ray (magnetic focus and 
deflection). 

Cathoje ray (zagnetic focus and 
deflection). 

Phototube. 

Phototube. 

Gas phototube, replace with 923, 
Gas phototube, replace with 923. 
Transuitting triode amplifier. 

Gas phototube. 

Gas phototube. 

Sutton. 

Transaitting pentode arplifler oscilla- 
tor-ceramic base. 

Velocity variation UAF oscillator- 
Klystron. 

Ballast tube. 

Ballast tube. 

Obsolete phototube. 


Transaitting triode amplifier. 

See 3C24. 

Transaitting triode anplifter. 
Recaiving scraen grid r-f azplifler. 
Receiving and transtittiog triode 
amplifier (obsolete). 


Velocity varfation UHF oscillator- 
Klystron. 

Transzitting-Speclal purpose. 
Superseded by 24A. 

Receiving tetrode anplifier (sfatlar to 
35/51).° 

Receiving tetrode amplifter. 

Receiving tetrode anplifier. 

Cathode ray. 
See 807. 
Ballast tute. 
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= ee clhec aa meseesiassTeatsrrtsorT Cathode ray. 
a ew en cen wen nee nner sete Gas phototube, see CE25A/B, CE25C, 


CE250, and CE25V. 

CE25A-------777 siedpisgqseeses: -, - RERAIBaree Serer i, See CE25A/B. 

CE25A/B-------~ Nibceesaeas Ges 0 C( GRREN=aM ners Seta seca Gas phototute. 

CE25C---------- N16-T-59495-L0- See 927; replace with 927. 

CE25D---------- See 927; replace «ith 927. 

CE25L---------~ CE25L-—-------- 7-77 Phototube. 

CE25V---------- CE25V---------- CE25 Gas phototune, see CE25A/5, cE25C, 
cE25D, CE2S5V. 

CV25------7---- 4242A Transiitting modulator r-f anplifier 
(British). 

D25-------°7-77 See 2E25. 

HY25---------"7 Transaltting triode amplifier. 

KR25~-----77-77 Recaiving peatod2 power atolifier aeair- 
est equivalent 2A5). 

NU25----------- Gas phototube, see CE25C and CE250. 

NU2SC---~---~--- See 927. 

Pen. 25-------- See CV65. 

REL25---------- See 12DP8. 

RE25----------7 NL6-T-59505---- Transzitting reatode anplifier oscilla- 
tor-Ceranic base (nearest equivalent 
802). 

REZSA------ 7-7 ~ 


Discontinued, see RK25, RK25B. 

Sinllar to 2X25 except for phenolic 
base-See RK25. 

See CV16. 

Velocity variition UNF oscillator- 
Klystroa (diatheray). 

Transzitting triode anplifier-oscillator 
(simtlar to 10Y). 


RK25B---------> 


§25A--------—-- 
$03-25--------- 


T25A---------- NIG-T-59515---- 


vVT25 (Br.J----- yT25 (Br.)----- AT35, 10E/7312, Transaitting tricde amplifier. 
CV1L362 
W125------- 7777 ¥125----------— ueecenreeeeccrsro7e7- Triode vacuum control tube. 
25-4-------- 2-7 N16-T-595S17---- 25-4----------- nD lane Ballast tute. 
2$9-258--------~ 1B5/25S8-------- See 185. 
25k----20-----7 VT25A---------- serene See VI2Z5A. 
25A6-------7-7-> N16-T-59520---- t Q5Abq-- n-ne nn Receiving pentode acplifier (obsolete, 
\ see 25A6GT/G)~ 
25A6G---------- Q5AGG------ nnn See 25A6GT/G. 
25A6GT--------> Q5AOGT/G---- nn nt See 25A6ST/G. 
25A65T/G------- N1L6-T-59522---- Q5AOGT/G------ > ne Receiving peatode anplifier (obsolete: 
similar to 25L6GT/G). 
25AGUG--------- Q5AQUG---- nn nn Obsolete, equivalent to 25A6 and 
25A0GT/G. 
Q5ATG--------7- QSATG---nnnnnn no See 25A7CT/G; replace with 25A7GT/G. 
2Q5A7GT--------~ 25A7GT/G ' See 25A70T/G. 
25A7TGT/G------- N1L6-T-59527---- 25A7GT/G Receiving diois rectificr, pentode 
amplifier. 
semester e See 25AC5GT/G. 
Q25ACSGT-------- See 25ACSGT/G. 
25A8C55T/G-~---- N16-T-59535---- Receiving triode amplifier (obsolete). 
25AV5GT-~--~--- Beam power anaplifier. 
25B5-------7--7 NLO-T-59540---- Q5BS--- nnn nnn Receiving twin triota direct caroled 
aoplifier (obsolete. replace with 
25LGGT/G circuit). 
25B6----------- N16-T-59543---- Q5BO-------- n= rm Receiving pentodie atolitier (obsolete, 
replace with 25L6GT/G circuit). 
25B6G---------> N16-T-59545---- Q5BOG-----n nnn ee Recetving pentode atolifier (obsolete, 
replace sith 25L6CT/G circuit). 
25BGT--------- N16-T-59546---- Q5BbGT---------= wenn Receiving pentode anplifier (obsolete, 
replace with 25L6GT/G circuit). 
Q5B8GT--------~ N16-T-59549---- 25B9GT------- wae ee et erent Recetving triode pentode-Obsolete (Type 
1288GT characterticsa). 
25BQ6GT-------- Q5BQ4GT-------- nnn Receiving beam pentode. 
25COG-------7-77 N1LO-T-59551---- B5CbG------ nn Receiving pentote amplifier (Type 6166 
characteristics). 
25D8aT--------- g5D9GT--- nnn Receiving diode triode pentode. 
25L6--------9°-7 N16-T-59539---—- E Q5Lb-----nn nnn Receiving pentole amalifier (obsolete, 
replace with 25L6GT/G). 
25L6G---------- N16-T-59561---- B5LOG=--- nnn See 25L6GT/G; replace with 25L6GT/G. 
2Q5L6GT--------- r 25L6GT/G See 25L6GT/G. 
25L4GT/G------- N16-T-59562---- 25L6GT/S Receiving pentode acplifier. 
25L7GT/G--<----- QSLIGT/G------- rem Receiving peatode anplifler diode 
rectifier. 
a5N6G---------- N16-T-59571---- QENSG---en amen weet Receiving twin triode anglifler-Obsolate 
sececeaa= 25Q60T--------- woeecwccneeccesccere> | Beam pentode. 
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NL6-T-59530---- 


N16-T-59593---. 
N16-T-59585---- 


25Z5-------..-. N16-T-59590---- 


2526--------- 2 N16-T-59595-.~- 


N16-T-59597---- 


N16-T-59598---- 
N16-T-59600.-.. 


NU26-----~----_ N16-T-59615---- 
QK26------~-._. 
SAC26--~--—_ a 
26------------- N16-T-59626---- 
26A5------~---- H16-T-59630---- 


~--- N16-T-59632---- 
---- N16-T-59434---- 


26C6-~--------_. N16-T-59640---- 
26D6----------- N16-T-59645---- 


FG27A--------.. N16-T-59700---~. 


HV27/T822--.... 
| 1 ec 


N1L6-T-59727--~— 


28D7----------. N16-T-59730---- 
2807%-------._. N16-T-59731-~-- 
28Z5---~-----.. N16-T-59905---- 
BR29B------~-__ N16-T-59900--.- 
BK29D------.-.. N16-T-59910---~ 
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Transazitting diode vacuua rectifier. 
See 185/253, 
See 185/253. 
See HK24, 
See 3C24, 
Receiving rectifier, half wave, 
Recelving duoitole ractif{fer doubler 
(similar to 2526GT/c), 
Receiving diode rectifier. 
Receiving diode rectifier (siallar to 
2524). 
Recelving duoitode rectifier doubler 
(nearest equivalent ig 2525). 
Receiving diode rectifier. 
Receiving diode rectifior (sinilar to 
25Y4GT). 
Receiving duodtode rectifier doubler 
(nearest equivalent ia 25¥5). 
See 25Z8GT/G; replace vith 25Z635T/&. 
See 252651/G; replace with 2526GT/G. 
See 2526GT/G, 
Receiving tusifote rectifier double 
(similar to 25X6GT). 
Otsclete; equivalent to 2526 and 
25Z26GT/G. 
Ruggedized version of 2526GT/G. 
Phototube (sane ag CE3 except in basing) 
See 1P33, 
Gas phototube, see 1P33, 
See 813. 
Phototube, 
See 707B. 
Velocity variation UNF escillator, 
Recelving triode anplifier,. 
Miniature tetroda (beam poze>) anplifier 
Miniature 6367 r-f pentode amplifier, 
Receiving twin pentode amplifier, 
Obsolete, superseded by 26D6. 
Miniature 6SR7 duplex diode triode. 
Miniature 6SA7 Pentacrid converter, seq 
2686. 
See 6AL5. 
Grid controlled gas vectlfler, 
Receiving VHF team pentode. 
Transmitting triode amplifier, 
Transnitting triode amplifier, 
See 27. 
Velocity variation UNF oscillator. 
Receiving triode detéctor amplifier 
(similar to 56). 
Type 27 with low current filament 
(discontinued. see 27). 
Receiving triode detector anpliftler 
(obsolete). 
Receiving triole detector anplifiler 
(similar to 27). 
Receiving triode detector amplifler. 
Gas phototube, see CE28D. 
Gas phototube Sea C£28D. 
Gas phototube See CE28D, 
See 928. 
Transaltting triode etplifiter (British). 
Therapy type trioda (inactive). 
See 6AQ6. 
See 84, 
See 2K28. 
Transzitting pentode anplifier, 
See 803. 
Velocity varfatioa UN? oscillator, 
See 803. 
Recelving lock-in type double teams poser 
amplifier. 
Ruggedized version of 2807, 
Receiving lock-in type duodiode 
rectifier, 
Ballast tube. 
Ballast tube. 
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STANDARD NAVY 


CLASS DESCRIPTION 
STOCK NUMBER 


CE29A/B,C,D Vacuum phototute (sinilar to 929). 
CE294/B Phototute. 
Phototuba. 
Phototube. 
Transaitting UNF triode ( 
Grid controlled mag recti 
superseied by GL44. 
Soft Sutton (88). 
Velocity variation UNF oscillator. 
Diole gaa rectifier (fritish). 
Receiving special datzctor, 
Recelving power anplifier triode. 
See T250. 
Phototube (sluilar to CEL5). 
See 930. 
Phototube. 
Transzitting modulator r-f. azplifier 
(British). 
See 384, 
See 809. 
See 2038. 
See 2C41. 
Phototube. 
See 809. 
Pirani bulb fonization aanozeter. 
Obsolete Canaiian nunber, see 1B24. 
See 820 (2K20 discontinued, raplaca with 
800). 
Otsolete (sinilar to 213 and CG19$1). 
Velocity variation UH? oscillator. 
Transaltting twin triode azplifter. 
N1L6-T-60300---- 32039, 3372 Receiving triode detector amplifLar. 
(Not Typa 30) See VT67. 
NU30Z, HY30Z See £09. 
Phototube. 
Phototuba. 
Phatotube. 
Phatotube. 
See 919 (Type CELLY cathode at top). 
See 919. 
Transaitting duodiode ractifler 
(British). 
Transtitting twin triode atplifler- 
modulator-nultiplier. 
Transnitting twin triode anplifier- 
modulator-aultiolier. 
Receiving diode rectifler. 
See 919. 
Sea HY31Z/HY1231Z. 
F.C.W. sicilar to 7234/3 (Canadian). 
Transmitting tricde atpliffer 
(discontinued). 
SUK3L Velocity varfation UF oscillator. 
VT31L (Br.) S Transaltting tetrode anplifier. 


OrLtish). 
fier, 


N16-T-60305---- 


N1L6-T-60310---- Recaiving triode pover amplifier. 


Receiving triode arplifiler. 
Vacuum phototube. 
Vacuum phototube. 
Vacuun phototube. 
Vacuum phototube. 
See 806A. 
See 365A/366. 
See VI52(Br.). 
N1L6-T-50314---- GL-5553/fG-32, Diode gas rectifier. 
¥L-5558/32, 5558 


1 watt neon lamp, 105-125v G10 bulb. 
F.C.U. cagnotron, obsolete (Canadian). 
Transnitting triode azplifier 
(discontinued). 
Velocity vartation UNF oscillator. 
N16-T-60316---- Subniniature type Low cu triode. 
N16-T-60317---- Subniniature triode. 
NL6-T-60318---- See 5802, 
N16-T-60320---- Recelving tetrode axplifier (sizilar to 
34). 
See 1N49, 
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32C406G5A See 1N43, 
32C403358 See 1N5O. 
32C40645¢ See LNS1. 
32C404S5D See 152. 
See 1N63. 
See 932, replace with 1229. 
N16-T-60327---- Recetving dioie rectifier, pentode 
amplifier (obsolete). 
Phototuba (type CEL3 with cathode at 
top). 
Dioda gas rectifier (British). 
See VR55(2r.). 
N16-T-60330---- Geii controlled gas rectifier. 
Phototube. 
See 2X33. 
See 1L2HP3. 
See L2HPL, 
See 2C2l. 
Velocity variation UMP oscillator. 
Subsiniature triodje. 
See 5901. 
Recelving peatode anplifier, 
VR53(8r.) See VR53(Br.). 
VR54(3r.) See ¥VR54(Br.). 


See LD21. 
GL3% (Long) ---- 


See 24154. 
GL34 (Short)--- See 24163 and 1521. 


Receiving miniature bean azplifier. 
See 445 and 2C40. 
See 2034. 
i Velocity variation UIF oscillator. 
N16-T-60349---- Receiving pontcde azplifler. 
See 3AP1. 
Receiving RF pentode amplifier. 
VT25(Br.) See VT25(Br.). 
N1L6-T-60343---- 3 Special purpose (small). 
Diode, see 2327, 
Transaitting type triode acplifier. 
Velocity variation UNF cscillator. 
Transnitticg beaa pover tetrojia (Taylor) 
i Trassalitiug typa triode azplifter, 
N1L6-T-60350---~ Receiving tys2 tetrods anplifier 
(similar to 24A}. 
Ballast tube. 
See 35. 
Receiving lock-in type pentode azplifter 
Obsolete, 
Receiving aintature teaa pover anplifler 
(35L6GT characteristics). 
Receiving ainlature beam pover pentode. 


Sea 35L6GT/G. 
35L8ST. 35LaST/G- Sce 35L6GT/G. 


35LO3T/G N16-T-60359---- 35L6CT/G Receiving pentode azpliftier. 


Transaitting diode vacuua rectiffer. 
353/51S-- See 353/515. 
353/518 Type 35/51 with spray shield (obsolete; 
replace with 35 and shield). 
Transnitting type triode azplifier. 
Transzitting type triode anplifler- 


- N19-T-60332-50- 
NL$-T-60333---- 


N16-T-60352---- 
~+- NL6-T-60357---- 


N16-T-60357-20- 


N16-T-60357-30- 


N16-T-60355---- : 3-5044/35T 
N16-T-60356---.. 3-5604/35TS 


Nearest equivalent is 4C25(HX54). 
N16-T-60359-50~ Uiniature verston of 3525ST/G. 
N16-T-60359-70- 


Receiving lock-in type diode rectifier. 
Receiving lock-in tyae diode rectifter. 
See 3523. 
Use 352Z4GT. 
Receiving dioie rectifier. 
Sea 35255T/G; replace with 352Z5ST/G. 
3525GT/G See 35250T/G. 
N16-T-60368---- 35Z5GT/G Receiving diode rectifler. 


N1G-T-60363-10- 35Z6G-~--- Receiving duodiode rectifier. 
N16-T-60369---- 3526GT : 


Racaiving duodioda rectifler, never 
annouaced, 

Gas phototute (similar to 927, except 
shorter ia base). 


N16-T-50350---- 


N1L6-T-60363---- 
N16-T-60355---- 


NI6-T-60369-50- 
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--~ N16-T-60369-74- 


N16-T-60370---- 


NL6-T-60371L-~--- J 


N16-T-60376---- 


N16-T-60377---- J 


37-4--------~-- N16-T-60379--~-- 


N16-T-60379-930- 


N16-T-60330--~- J 


VR53(Br.)------ --- 
RELIG=2- seeks tn 


N16-T-60389~--~ 


WE39DY1------~- 


39----------- _ 
39/44-------- - 


N16-T-60390--—~ J 
N16-T-60395---~ 


N16-T-60398---- 
L40C--------~-- N16-T-60403---- 
L4a0cT---------- N16-T-60404---- 
T40 --- liU0T-----------~---- 
NL6-T-60405---- T240--<20--==3- WUAOTZ--------------- 
40---~--------. N16-T-60406---- 40------------- 3720, 38040---------- 


--- N16-T-60409---- 
N16-T-60409-5-- 


40Z5GT------- > N16-T-60409-15- A5Z5GT--------- 222-82 -n n-ne eee ee 
4025/4525GT---- 45Z53T--------- 40Z5GT, 452SGT------- 
CEA LC--------2- +2-------nn nee enone 

N16-T-60403-20- Lc es eee ee Oe 

RELA4L---------- --------------------- 

RK41---~------- ----------.---------- 

VW4L----------- N16-T-60409-25- V¥4l----------- --------------------- 
-- NL6-T-60409-30- §800=2ss2-2 +2 — case tease essences n 
VRALA---------= NL6-T-60409-40~ S800s-ssass56-0 ecco: see eck 
VX4LAC--------- N16-T-60409-50- VIALAC=-=--=--=-----25s0-s25-25-52-5 
ennnesnn anne NL6-T-60410---- 9 J 4 ----+-------- aneeennn anne ee enn 
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Hydrogea Thyratron, 
See V255(B8r.). 
Ballast tube. 

See 3826. 

Grounded grid acorn type (Canadfan). 

Transzltting triode acplifier. 

Velocity variation UIF osclllator. 

Receiving tetroda aaplifier (alailar to 
39/44). 

See 36, 

Gas phototube. 

See 1L2HP7. ‘ 

Transaitticg triode amplifier (obsolete) 

See CV66. 

See CV66. 

Recelving triode detector azplifier 
(sizilar to 76). 

Ballast tube. 

See 37, 

Gas phototute. 

Transaitting UHF oscillator (Sritish). 

Spark gap sodulator (Canadian). 

See CV35, 

See CVLOO. 

See CV125. 

Special based 2027 spark gap cofulator 
(Canadian). 

Transnitting triode aralifter oscillator 
{similar to LOOTH,-.4C22/HFLOO and 
HK254). 

Receiving pentode azplifier. 

See 38. 

Gas phototube. 

See VR53(8r.). 

Canadian 6AC7 selected for microphonics. 

Transuitting pentowte axplifier (atnilar 
to 807 except for caoacitances). 

See 39DY1. 

Obsolete, superseded by 39/44. 

Receiving pentoie amplifier (siallar to 
36). 

Transnitting triode UHF oscillator. 

Receiving poser amplifier triode. 

Pkototube. 

Transaitting triode amplifier oscil- 
lator-nodulator. 

Transnitting triode anplifter modulator- 
sultiplier (similar to Nu40fZ). 
Ballast tube. 

Ballast tube. 

Transaitting triode amplifler nodiulator. 

Transzitting trioia atplifier sodulator- 
sultiolier. 

Cathode ray (Canadian). 

Transzitting triode amplifier. 

Transaitting triode (nearest equivalent 
British VI76. 10&/11534 and Daal). 
Receiving trioda amplifier (obsolete, 
similar to 12 A/LL2A). 

Ballast tute (superseded by 40-6£). 
Ballast tube. 

Recelving diode rectifier. 

Racelving diode rectifier. 

Gas phototute. (See C£41C.) 

Gaz phototube (sinilar to 921). 

Grid controll2d gas rectifier. 

Canadian CAC7 selected for alcrophonics. 
Transiitting tetroje amplifier (dtscon- 
tinued) (similar to Tyne RK39. 807). 
Subainiature type electroneter tetrode. 
Receiving subaintatura tetroie. 

See 5809, 

VX41A in a plastic sleeve. 

Racaiving pentode amplifier (s3intlar to 
6K6G. 42, 6B5). 

Vacuua phototube-See Ci42C. 

Vacuuz shototube (siallar to 922). 
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K-42-A--------- NL6-T-60419---- 
N16-T-60420---- 

N16-T-60421---- 

-- NL6-T-60421-50- 

~- N16-T-60421-60- 


N16-T-60422-... 


N16-T-60425---- 


NL6-T-60427--~- 


N16-T-50430---- 


NL6-T-50440---- 


N16-T-60445---- 
N1L6-T-50450---- 
NL6-T-50451~--- 


N16-T-60452---- 
N16-T-$9459---- 


N16-T-60460---- 


N16-T-60465---- 


NL6-T-60466---- 
---- N16-T-60463---- 


N16-T-50470---- 


N16-T-60431---- 


N16-T-60475--~- 


N16-T-40490---- 


NL6-T-60433---- 
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Ballast tube. 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Gelzer-ueller counter tube. 

See CV0. 

Recelving trtote azpliffler (a3itklar to 
types 30, 1LG6GT). 

Recelving pentoda anpliffer (salaflar to 
OF6G, 41). 

Ballast tube. 

Ballast tube. 

Ballast tute. 

Ballast tube. 

Ballast tube. 

Cathode ray, noy obsolete (Canadian). 

Recaiving twin trtojie anplifier. 

Racatving paatole anplifier (Type 25169 
characteristics). 

Sea 2546. 

Odsol2te, equivalant to 43. 

Sea CV1L29. 

See 837. 

See 39/44. 

Voltage r2zulator (British). 

See 33674. 

Sea 3C45. 

Ballast tube. 

Cathoda ray. 

Transnitting pentode auplifier. 

Receiving trioia azplifier (sinllar to 
2A3). 

Rec2iving power anplifier triode. 


See 38142. 

Use 6C. 

Recaiving diole rectifier, miniature. 
Rac2iving diol2 rectifier. 

Ballast tute. 

Phototubda. 

Neon bulb. 

Obsolete Canaiian nunber; see CV16. 
Transtitting cantode anplifier (Type 
RKX20A characteristics, except for 

filament). 

Rec2iving dual grid trioia aaplifier. 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Phototuba. 

Magnetron; see 2355. 

Sea CV53. 

See 814. 

Recelving pentoda powar aapliffer. 

Racalving triode detector anplifter. 

Gas phototube; see P34. 

Neon indicator tube; sae 991. 

See VR55(B8r.). 

See CV92. 

Obsolete; see RX48A/2448, 

See RK43A/RK48. 

Transtitting tetroita anpliffler (aquiva- 
leat to 814). 

Recziving tetrale power anpliffer 
(obsolete). 

Phototube. 

Transnitting UNF triode (British). 
See 165R4. 

See 16523. ° 

Ballast tude. 

See VR56(8r.). 

See CV¥38. 

Tranaaitting tetrojia anpliffler-Cariate 
case. 

2-volt 69 aa dflal lasga (not a tuba). 
See 849. 


RK43A/RX43 
RK4BA/AL43 
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NAVY 
shania NAVY | ALLOW- 


NUMBER 


CURRENT SERVICE| 
DESIGNATION 


TUBE TYPE 


CLASS DESCRIPTION 


aaeecsssecess NL6-7 


-60495---- 49 


Racatving dual erftd triods aaplifter 


(siatlar to LF4, 19, lJ6a). 
AQAL-~------~-~ AIAL------~---- + -------------------- Ballast tubs. 
AJAZ~~--------- 49A2----------- --.------------------- Ballast tude. 
49B2----------- 4982----------- ---------------+----- Ballast tube. 
CE50------~---- CE50~-------~--- NUSO~--~ Phototube. 
EA50--~----~--- VR92(8r.)------ ---------------- See VR}2(3r.). 
EF50(4UL)------ VRIL (3r).--~-- ARP3S, 108/92 See VR91 (8r). « 
EF59(J3S)------- VROLA (8r).---- 19%/297------------- Sea VRILA (Br). 


N16-T-60502--.- 


See 896. 

Ballast tube. 

See 5C22. 

See 3C30. 

Raceiving rectifier; s2e 1223. 
Phototube. 

See 5C22. 

See CV95. 

Vacuuz phototube. 


UH50----------- N16-T-50503---- UH50----------- VT62 (8r.) (has Transnitting UNF triofe anolif fer 
British Base) (n2arest equivalent is 834). 
3~-50G2/UH50 

N16-T-50505---- 50------------- 39050, 595, 596, 3871 Recaiving triole anglifier. 


See 16583. 
Recalving lock in type tatroi2 anplifier 
Full wave rectifier. 
See 16584. 
Ninfature version of 50L6ST. 
Receiving ninfature beaa powar pentoia. 
Reeatving triod2 anclifflar-Cquivalent 

to SOL5GT (iype 6165 chiracteristic3). 
N16-T-59510---- 50L4%---------- --------------------- Recaivizg pantois asplifter. 
N1L6-T-60512---- a S5O0L49T--------- -.-------------------- Neseiving pentode aualifier (Type 25L4ST 
characteristics). 


NL6-T-60507---- 
NL6-T-60507-20- 


50T---~-------~-- -----------~----------- Transaitting trioie anplifter. 

50X6~----------- -- Rec2iving lock-in type rectifier. 

18586--4--+---= 2% See 18533. 

SOY6G---------- --- Saa 5SOYSGT/G; replace with SOY6GT/G. 

E SO0Y6GT/G See SOY6CT/G. 

50Y6CT/G Receiving duodiode rectifier doubler 
(similar to 5026%, 25265T/i). 

50Y%7GT-~-------- ~-------------------- Recaiving, full wave rectifier. 

5026G---------- --------------------- Recaiving duod{ods rectiff_er doubler 
(siztlar to SOYSGT/G). 

5027G-~-------~- N16-T-505193---- 50Z7G---------- --------------------- 


Receiving duodtod2 recttfter toudtler 


(cotsolet2, similar to SuY6CI/G). 

CV51----------- Electron ray tuaing initcator (British). 

HDS1- ~~ N16-T-60513-25- See OA2, 

HYStA---------- N16-T-50513-45- Transaitting triode anplifier (Type 
HY513 characteristics). 

HY51L8---------- Transnitting triode anolif fer (Type 
HYSLA characteristics). 

HY¥512--------~-- Transaitting trisnd2 anplifier (hi au 
version of HYSLA). 

KP5]-----....-~ . Reseiving hish voltage rectifler- 
subziniature. 


See HYSLA. 

See HY51Z. 

Transaitting UNF oscillator-aignatron. 
RF measuring lasp (Canadtan). 
Transaitting triode anoliffer (disazon- 


tinued; see 4C22/HFLUO). 

SRS] o2-canne ene Vacuum phototube. 

UHS1--~--------- UH51----------- 3-SO¥2/UHS1--- Transnitting trtole anzlifter. 

§|------------- 5l------------- 35/S1, S51----------- Odsolate nair23t equivalent {3s 35. 

51A3 ----------- 927 ~----------- (P32, CI25C---------- Gas pnototute; see 927. 

S1AV----------- 51AV----------- --------------------- Phototube. 

51$-------~+---- 353/51S8-------- 55$~----------------- Recaiving anplifi2r; see 353/515. 

SISA~---------- N16-T-60519-35- SISA----------- +-------------------- Phototube. 

CES 2s nnm enn tenn nner een fone nn nner nn erence eee Phototubde. 

HD52----------- 0B2------------ --------------------- See 032. 

REL52---------- 878A----------- 3013A---------------- Diode viacuun rectifier (Canadian). 

RK522s222225228 N16-T-69520---- R&52----------- NUS12---------------- Transaitting ‘trlods anpliffter oscillator 
(dtscontinued). 

U52--~--~------- VUTL(Br.)------ --------------------- See VU7L(Br.). 

a)----- VT52 (Br.}----- EL32, 108/11393, 1637 Transzitting pentole (British); see 


38142... 
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N16-T-60522---- 


N16-T-59540---~ 


HK54--------.-- NL6-T-60541---- 

HY54--~------.. 

W54----------.. N16-T-40544~--- 

RELS4---------- 

VG54----------- 

VR54 (Br.)----- 

54-9-11-----..-. 

54~-11-T-------- 

54B-----~------ 

54H------------ 

CE55----------- 

CY55~---------- N16-T-60553--~- 

D-55-H----~~-.- N16-T-60553-50-" 
N16-T-60554---- 

K-55-9--------_ N16-T-60554-10- 

L-55-B-~------- N16-T-60555--~- 

RELSS--------.~- 

155-------..... N'16-T-50557---- 

TZ255------~----~- 

VR55(Br.)-----~ 

5$------~--.--- N16-T-60559---- 

RK56----------- 

VRS56 (Br.)----- 

56-------~~-~-- NL6-T-50560---- 
NL$-T-60570---- 


NL6-T-50571---- 
16-T-50572---- 


N1L6-T-50575---- 


Pacer BA 
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CURRENT SERVICE 


OTHER NUMBER 
DESIGNATION 
IP35----------- [P35/52A3------------ 
SQNs-si-2c-522) Racha ssosnde sue asec 
REL53---------- NRCOILY-------------- 
53------------- ---------- wee eeeenn- 
VA53 (Br.)----- ARP34, £F39, LOZ/11399- 
VX53 
H 53------------. 
Fr 
VR54 (8r.)----- ARDDS, EB34, LOE/ 
11400, 1638 
VR5S(8r.)------. NR4S, AR2L, £BC33, 1639, 
1OE/LL401 
J 


CICS TBDRAILIS CIIDDI VY C\ELIC Eo f° ead 


1257, WAIL, 5559, 
3359/ FG-57,8L5559/57 


i eee 
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CLASS DESCRIPTION 


Recalving dual grid trlote anplif ier 
(statlar to 6A4/LA). 

See [P35. 

Beta-Ganna counter tube. 

Phototube. 

Transaitting UNF oscillator (Canadian). 
See 53. 

Vacuus phototube. 

Screened pentose (3ritish). 
Receiving subniniatura pentode. 

Rec2iving tata triol2-acaliffar 
6A6, 6N7 characteristics). 

UHF triode oscillator. 

Phototube. 

Phototube. 

Gas phototubsa (obssleate). 

See 5C23, 

Transaitting special purpose. 
Phototube. 

Phototube, 

Tetrode vacuum control tube. 

Transaitting triol: anplif fier (nearest 
equivalent is 351G). 


(Type 


Recaiving tetrote power anplifier. 
NRC 002 WM. 


Double diode (British). 


Cathole ray (Dutont). 
Cathode ray (Dumont). 
See 4C26. 


Phototube. 
Transaitting 
(British). 
Ballast tube. 

UNF triode. 
Ballast tube. 
See L&5R4. 
Ballast tube. 
Ballast tube. 
Ses CV108. 

Transaitting trioie anpliffar (3tatlar 
to V70D). 

Taylor (discontinusd). 

Double diode triode (Eritish). 


UNF trlod2 oscillator 


Reczatving duodlod? trlole-otsolate (Type 
85 characteristica). 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Recaiving duoliole triode. 

Phototube. 

Transaitting UNF oscillator (Sritisi). 

See CV1L4. 

Trinsaltting tetrofe anpliflar (dis- 
continued). 

HF pentode (8ritish). 

Recaiving triode datector anpliftlar 
(similar to 76, 27). 

Type 76, excapt for fllanent current. 

Type 564 with spray shteld. 

Phototubde. 

Grid controll24 gag rectif far. 


See 5516. 

Recelving HF baam pentode. 

Trinsaitting triota anplifier. 

See CVIL7. 

Sea 805 

See 608. 

Recefving triple grid pantoia atplifter 
(sfatlar to 53). 
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CES8----------- N16-T-60576--~- 


CE-5S9R--------- N16-T-60577--=- 
CV¥53--------- -- N1$-T-60578---- 


58------------- NL6-T-60530---- 


5@A------------ N16-T-$0593---- 


58A3----------- N16-T-60536---- 


HD59----------- NL6-T-60538---- 
QK-59---------- N1L6-T-60589---- 


RKS9----------- N16-T-60590---- 


59------------- H16-T-60595---- 
N16-T-60599---- 


59AR-----~--- -- 


S9DV1/2-------- 
59TAV3--------- 


L-60-3--------- N1L6-T-60500---- 
QK60----------- N14-T-60601---- 


RK60--~-------- N16-T-69602-~-- 


ry eens 


K-61-A------=-- N16-T-0609---- 
K-61-3--------- N16-T-60610---- 
QK61----------~ N16-T-60615---- 
RK61----------- NL6-T-50616---- 


VI6IA (Br.)---- N16-T-60618---- 


QK62----------- NL6-T-60619---- 
RK62-~---------- N16-T-50620---- 
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QK-59---------- --------------------- 
QK59-62-------- --------- 


R&SQ-----n nen ewe en nnn een gn nnn 


955------------ HAZ (Br.), LOE/11452- 
§9------------- 39059---------------- 
$9A------------ ----- 22 


869------------ PJ23~----------------- 


8018----------- 1CE/11441------------ 
807-----------~ ATS25, 10£/587------ . 


§01A--------- -- 391014--------------- 
8019----------- NTS9, LOE/11443------ 
607G----------- ween nnn ner 
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CLASS DESCRIPTION 


Receiving triple grid pentota anplifter. 
Nearest equivalent is 77-sinklar to oC6 
except for filazeat current. 


Receiving triple grid pentole analiftar. 
See 57. 


Phototube, gas filled, red sensitive. 
Gas filled phototute, red sensitive. 
UHF diode detector (3ritish). 
Gervaniun crystal dtoi2 (hermetically 
sealed ghass version of I[N53). 
See 8019. 
See 838. 
Phototube. 
Recetving pentoia azplifler (3tailar to 
57). 
Gas phototube; see LP36. 
Receiving r-f amplifier. 
Replace with LP36. 
Phototube. 
Type 53A with spray shiteld. 
Phototube. 
Gas phototube. 
Phototube. 
Phototube. 
Recaiving pentode angliffer; s2¢ 53. 
Phototube. 
Miniature filasent type beas tetrote. 
Magnetron. 
Yagnetrons-Replace with 4552-63 (QX7L- 
72). 
Transnitting twin triode amplifier os- 
cillator-ceramic base. 
See 955. 
Receiving pentode anplifier. 
Phototube. 
Gas phototube. 
Phototube. 
Phototube. 
Vacuum phototube-Sea PJ22. 
See PJ22. 
Recelving power amplifier pentote. 
See 928. 
Vacuum phototube. 
Vacuun phototube. 
Phototube. 
Dioie gas rectiffer. 
Used tndustrial-Allen rectiffer; see 
4826. 
Transaitting trioie anplifter oscillator 
Transaitting tatrote amplifier. 
Ballast tubs. 
Magnetron. 
Transaitting triote aaplifier oscttlator 
Duoiiode vacuum rectifter. 
Cas phototube. 
Taylor therapy type. 
See 8018. 
See 807. 
See 920. 
See GL44l. 
See 807. 
See 807. 
Ballast tube. 
Ballast tube. 
Wagnetron. 
Thyratron, subninfature. 
Phototube. 
Double triode (Sritish). 
See 930. 
See 329. 
Triofe pressure indicating tube. 
Wagnetroa. 
Receiving gas trioje relay tube. 
Phototube. 
Sea SOLA. 
Ideatleoal to UH59 excapt for base. 
See 6Q7G. 
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H163~----------~ Transaitting tetrodie amplifter. 
KT63 (Br.)----- See 6F6G. 

See 6J5G. 

See 250TH. 

See 250TH. 


Gas phototube. 
Transaltting UNF oscillator (3ritish). 


Racetving tetrode voltige atplifiar. 

Transaltting pentode anpliffer. 

Vacuus phototube. 

Grid controlled gas rectifter. 

Recelving pantode (Sritish). 

See 65. 

Transauitting tetrofea amplifier; s2¢e 5023 

Transaitting tetrede anplifter. 

Trangaitting tetrode azpliffier ogcilla- 
tor-nultiplier (obsolete; similar to 


RR65/5D23------ NL6-T-60645---~ 
65------------- N16-T-60650---- 


2£25). 
NL6-T-60050---- CV66----------- RN37, RL37----------- USF aaplifier (British). 
169, HY¥69-----------  Transaitting tetrode amplifier. 
br Sea aoe dacte ares boeciaet aa aaa cad See RELSA. 
Seek PER SRR e Sa ene en tee Velocity variation UHP oscillator (Brit- 
ish). 

FG67----------- N16-T-60670---- FG67----------- 1267----------------- Grid controlled gas rectifier. 
HY67----------- HY67----------- --------------------- Transzitting tetrode amplifier oscilla- 


tor aultiplier. 


K673J---------- N16-T-60673---- Ballast tube. 
L-67-D2-------- N16-T-80676---- Ballast tube. 
VR67 (Br.)----- See 6J5G. 
VI67----------- NL6-T-69579---~ 


Receiving and transnitting triode an- 

plifier. 
See 6Q7G. 
Gas phototube. 
Phototube. 
Gas filled voltaga regulator (British). 
HD69----------- a2 nnn e- - ---ornre rn rrnrnns ‘Se 14. 
HY¥69----------~ N16-T-60690---- Agee naan =---- kU69, HY1269--------- roanseittiae tetrojde anslifier oscilla- 

tor multiplier. (See HY1209). 

RR66----------- +e enn nnn nn ene ene See RX66. 
4J60-65-------- -+-------------------- Part of QK70-78 series. 

Receiving. 

Receiving dual grid detector. 
- See RK20A. 

See 2E22. 

CW nagnetron series, supersedes 0X59-62 

See 2£22. 

See 2822. 

Transaitting triode anplifier. 
Transzitting triode anplifter. 

Transaitting triode amplifier (Typs V70 

ratings). 

Transiitting triode anplifier (Type V70A 

ratings). 

Transaltting trlode auplifier. 
10----~+-------- N16-T-60698---- Receiving dual grid detector (obsolete). 
TOATGT-~~------- N16-T-60700---- TOATGT-~---+---- --------- weeeee------ Recelving diode ractifier pentode anpli- 

fier. 
TOLTGT--------- NL6-T-60702---- Ff TOLTGT -------2- 22 enn nnn een e nn ---- Receiving diode rectifier pentode anpli- 
fier. 

CV71----------- CV71----------- OSGLIN--------------- Voltage regulator (British). 

VU71 (B8r.)----- VU71 (Br.)----- U52, 10£/11529------- Typa SU4G as made by CAnadian Westing- 
house. 

Vener n-ne nen- TV ------------- 271 ------------------ Superseded by 71A. 

Tlh--------~--- NL6-T-60710---- B TLA------------ L7LA, 271A, 38071, Receiving triode amplifier (sinllar to 

4171 124). 

CE2C----------------- Gas phototube, see LP30. 
tate atatatalatatatatateatetaetetateted Vacuum phototube. 

: See 71A. 
Slatted Vacuum phototube. 

ee center n serene Phototube. 
a taaatatee See 72. ' 

memeneanasen sn ese ween n canes sees See 72. 
ena nnn nnn on nn eee See 72. 

RX232,CE220, RXR72, High voltage diode vacuun rectifier 
CE72, 72R, RK72 (obsolete: replace with 3324). 
woe eeennnn-= RKI2---- 2-22 -- een nee See 72. 
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CE-734B-9------ N16 -T-60728---- 
CE-7388-54----- N16-T-60729---- 


[3--------27--7 NLS-T-607 30---- 
NL6-T-607 31---- 


N1L6-T-60740---~ 


HI75------""-7- N16-T-60750---- 


1§------------- N16-T-60755---- 


75T N16-T-60758---- 
15Td--------"-- N16 -T-697593-50- 


75TL----------- N16-T-60759---- 


CETQ-----2-07 777 
VT76 (Bre}----- 
T------------- N16-T-60760---- 


76X13--------7- N16-T-60765---- 


1] ----------7 7-7 N16-T-60770---- 


British NR78A-- 


(78------------ N16-T-60778---- 
QK78----------~ 

VR72(Bre)----"" N16-T-$0779---- 
18-----------7- N1L6-T-60780---- 
1Q------2 2002-7 N16-T-60790---- 
19A----------"7 

7944 


LEOD--- NL6-T-69792---- 
PG80--- N16-T-60794---- 
g0------------- N16-T-60800---- 


§0B2---------"" N16-T-60303---- 


FOSLA---------- N16-T-60805---- 
8l------------- N16-T-60810---- 
81/81A--------- 
§LW----------"- 
CV32----------- N16-T-60313---- 


§2------------- N1L6-T-60820---- 


Q3----------7-- N16-T-60330---- 
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CLASS DESCRIPTION 


CE-731B-Q------ 9 tr Phototube. 
CE-739B-S4---9- = rn Phototube. 
JJnnnnn annem nnn errr See 73. 
V3 -2----- 2000 See 73. 
ee--- Diode rectifier. 
aia Type 73 sith unipotantial cathole. 
Phototube. 
Phototube. 
REAT3 een See 73. 
XP, POVTL79~---------~ High voltage rectifler (British). 
a rales Receiving tetrode voltage anplifier. 
tae Sea VT1L27 (Bre), sate except fer basing. 
obec esos SSSR Seeeet setters aT Transnitting uur osctllater-s2gnztron 
(superseded by QK155). 
Cold cathode relay tube (Sritish). 
See OA3/VR75~ 
Transaltting triode anpiifier oscillator 


HY75-------7-77 Transaitting UHF triode atplitier 
oscillator. 
NUTSH------n ne Transaltting triode aaplifier oscillator 
QKT5-----n anne Transaitting UNF escillator-nagnetron. 
307A----------~ en Tabata Transaitting pentola amplifier, see 307A 
TES ----9- nnn Transaitting triode amplifter. 
OA3B---------777 33275, GL75-30------- See OAS. 
3907S 222 en Receiving duodiode triode. 

Phototube. 

Phototube. 

Phototube. 


Transnitting triode (high mu). 

Receiving duoiiode triote 

75TL ; Transzitting triode (superseded by 75TL) 

75TH, TSRH, 900 wooo Transzitting triode. 

Transzittiag triode (Low mu). 

Phototube (C&36 with S4 surface). 

See TZ40. 

Receiving triode detector auplifier 
(similar to 56, 37, 6P5G). 

Diode gas rectifter. 

CW Yagnetron. 

Receiving triple grid pentote amplifier 
(nearest equivalent is 6Co). 

See 6J5G. 


Receiving. 
Part of Q%-69-73series. 
Receiving wiiset UNF mono dlode datestor 


Receiving pantole azplifier (nearest 
equivaleot is 606). 


ce Recatving twin trioje amplifier (type 
6X7G characteristics). 

CEBA/Bon nner See CE3A/B. 

LP3l-------7 077 CE3D, TESA, GLO------ Gas phototubde, see LP3L. 

Po ekoataasciace: Sarees set et Phototube. 


Miniature triode. 

Miniature grounded grid triodte. 

Ballast tube. 

Phototube, smoke indicator. 

Recaiving duotiote rectifier (sinilar to 
513G. 523). 

Ballast tube. 

Ballast tube. 

B0B2--<---- nore Ballast tube. 

BOWen nn mn nnn receiving duodiode rectifier. 

See 6K7G. 

Phototube, gad filled. 

Uiniature oscillator triode. 

Grid controlled ges rectifler. 

Receiving diode rectifier. 

See Bl. 

Receiving diode rectifier. 

Receiving triode HF oscillator (British) 

Phototube. 

Recelving duodiode gas rectif fer. 

See 919. 

Phototube (CES with dlue ganaitivity). 

Rec2ivitg duodiode gas rectifier. 
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N16-T-60840--~- 
N16-T-60345---- 


N16-T-60849--~- 
N16-T-60849--.- 
N16-7-60950---- 


N16-T-60893--~- 
N16-T-60895---— 
N16-T-60898---- 


N16-T-60900---- 


N16-T-60903---- 


N16-T-60910--~-~ 
N16-T-60908---- 
N16-T-60915---- 
N16-T-60920---- 
v92/4C27 


FP92------ 


Va92 (Br.) N16-T-60921---- 


N16-T-60950---- 


N16-T-60955---- 


N16-T-60963---~ 
N1L6-T-60965---- 
N16-T-60780---- 


N16-T-60785---- 


N16-T-60789--— 
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222/G84 
84,/624---- 


33290, GL90-30 
VT9O (8r.)/SOLL SO011,R2EL1L, L538, 
WL7LOA, 10E/97 
VT90(Br.)S0L1-- VT9O(Br.), S011, RELL, 
¥L538,UL71L0A, 10E/97 


EF50(HUL), APR35, 
10E/92 
VROLA (Br.)---- EFS 
91 190 
NT99, REL7, 8026, 
4C27, CV92/4C27 
REL 7,3026 


QFL35,£A59, LCE/105, 
2835 


1295, "L632, 5580, 
5560/ FG-95 


RELS, 93%, 9L533, 
10/244 


98R------------ -- 
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Receiving duoflode rectifler (nearest 
equivalent is 5U4G). 

See 222/G84. 

See 84/624. 

Receiving duodiode rectifier. 

See 923. 

Spark gap aolulator (Eritish). 
Triod: vacuun control tube (inactive). 
Diode vacuum rectifier (inactive). 
See 6F6G, 

2K28 with tullt-in cavity. 
Phototube. 

Phototube. 

Receiving cusiiode triada (Tyo2 6V7G 
characteristics). 

See 928. 

Receiving duodiode triode. 

See 85. 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Valocity modulaticn tube (British). 

Transzitting UF tricde (British). 
See 832. 

Receiving duoifoia rectifier. 
Receiving pentcta atplifier (replace 
with 897). 

Rogers (Canadian). See 6G’. 

Type 89 sith alcanol tage. 

Triode Cscillator (British). 

See 083. 

Ballast tube. 

See 083, 

Transaltting USF triode oscillator 
amplifier (British). 

Transnitting UHNP trioie oscillator 
aoplifier (British). 

Receiving dual grid detector. 
Pentode azplifier (British). 


Sub standard VR91 (British). 
Grid controlled gas rectifier. 
Transsitting triode (British). 


See CV92. 

Diode vacuua rectifier (inactive). 

Receiving afiget UNF dlode rectifier 
(British). 

Receiving dual grid detector. 
Ballast tube. 

Ballast tube. 

Ballast tube. 

Selected CEl for Bell and Howell, 

Traasaitting trioie anplifier (British). 

Cathoie ray (Dutont). 

Phototute. 

RF seasuring lanp (British). 

Grid controlled gas rectifler. 


Improved 3326, Sea 3829. 

See 954. 

See 2A5; replace with 2A5. 

Receiving dioda rectifter. 

Phototute (C£26 with blue sensitivity). ; 
Grid controlled gas rectifier. 

Cathode ray tube (Sritish). 

Grid controlled gas rectifier. 

Receiving duoiiode rectifier. 

Transaitting UNF oscillator (Sritish). 


See 4B31.. 
See IR6. 
Transaitting UHF triode (British). 


Improved version of VT98 (8r.). 
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fae ho sa 29EL7, 8026, 4C27, See CV92. 

CV92/4C27 

V99~---~+-------- V99----------~-.~ UYL99, UV299--------- Receiving trtoite (thorlated tungsten 
filament)-Detector anplifier (obsolete) 

Receiving triste (sorted fllanant)- 


Detector amplifier (obsolete). 
99~------------ Receliing triode acplifier (otsalete). 
99X44--~--.-... Diode gas rectifter. 
99X45--------.. N16-T-60993---- Dioda gas rectifter. 

99%16-------- 2 Diode gas rectifier (obsolete). 
CLOOA---------. Saall transzitticg triode. 
ClOdD-s25-.2255 N16-T-61000---~ r CL0dp-------.-. 100D----------~-.---- Obsolete, convert equipnent to 2A5. 
ClLOOBs<<2 0-555 ClLOOS--..--.-.. LOSE -------------- 22. Traasaltting triode acplifier, 
CV1L00------~-.. cVv100 1924, REL33B Spark g2p codulator (British). 
EE1LOOTH--~-.... See LOOTH. 
HF100---~... _- See 4C22/HF100. 
See KC4, 

RK109----~-----~ ------------- 2-2 Transaitting triode gaseous azplifier. 

214--------- 22-228 See 214. 

4C022/HF1L00~----- HP1IO-~-------------- See 4C22/HF100. 

Cl004-~-------- 22 See C1OOA. 

N16-T-51003---- BS-6-----~----- 1375, 62011, BS-6---- Beta-sa-ra counter tube. 
Cl00D-~------- 2. 22 See CLOOD. 


leet it ee See C1LOOE. 

62012, 1376---------- Beta-Garaa counter tube. “ 
100R--------~-- N16-T-61005---~ GL451, ¥L57g--------- Transaitting diode vacuum rectifier, 
LOOTH-~-------- NL6-T-61006---- F EELOCTA, 3-100A4/ Tranatitting triote roiulitor amplifier 

100GH (sinilar to 4C22/HF1LOO, R38 and HK254)} 
100TL---------- NL6-T-61007---- 100TL--~-------~ RE36, 3-100A2/L00TL-- Transaitting triode anplifter. 
100TS~---------- VT1L27A--------- WL534---~------------ Sea VIL27A. 


Selected type 246 for Boonton Q meter- 
replace with 2A6. 

Corona discharge voltase regulator. 

Collins; see 4C22/KFLOO, 

Transtliting triode aaplifier oscillator 
See GL6OS. 


N1L6-T-61008---- 


See 1010. 
See 101F. 
WELOLFA--—----. See LOIFA. 
WE10)J--------- See 1OlJ. 
101B=-5-5-.--5. Transritting triode anplifier oscillator 
101D------~---~ N16-T-61010---- Fr 101D----------- WELCLD, 086326------- Receiving triode modulator oscillator 
amplifier. 
1OLF---------~. N16-T-61012---- 1OLF----------- BELOLF-------~----.-- Receiving triode amplifier, 
1LOLFA-------... LOLFA--~------- WELOLFA-----------~-- Receiving triode atplifler (LCLF with 
higher mu). 
10LJ----------- LOlJ----~------ WELOLJ---~+----------- 


Receiving triole anplifter (1OLF with 
special shielding). 

Sinilar to 1O1D, 

Selectei tyze 45 for Boonton Q meter; 
replace with 45. 

See 102D. 

See 102F. 

See 6G4. 

- See 2029. 

See 2C3l. 

Receiving triode amplifier. 
Recelving triode arplifier {102D vith 


N16 -T-61020---- 


low filamant current). 
102G----------. 102G----------- --------------- 22k Replaced by 102D. 
4103--~---~-- -- 4D2]----------- -------- +2 Transaitting UHF tetrode oscillator 
anplifier. 
FG104-----~--.. N16-T-61040--~~ FGLC4---------- GL5561/FGL04, ¥L-5561/ Diode gas rectifier. 
104 
VTLO4 (Br.j---- VT104 (Br.j---- PTL5, LOE/215 Transnitting pentode amplifier (British) 
WE104D-----.-.. 103D See 104D. 
1040-~---~----- N16-T-61044----~ 104D 


Receiving triode azplifier (telephone 
repeater). 

Grid controlled gas rectifier. 

See 0C3. 

See O0C3. ‘ 

See FGLOS. 

Beta-Ganza counter tube. 

Recelviag low notse triole grid detector 
amplifier; replace with 77. 
Transaitting UNF oscillator (British) 

siailar to 2J21A. 


FG105-----.--~. N16-T-61050---- J 
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Beta-Gaana counter tube. 

Transaltting triode anplifiler oscillator 
(supersedes FLIOA). 

Taylor therapy type. 

Recelving triode amplifier. 

Velocity variation UMP oscilLlator- 
(replace with QK202). 


N16-T-61055---- 
N16-T-61108---- 


N16-T-61110--—~ VULLL-------—-- AUS, 10E/146--------- Diode rectifier (British). 
QC23----------- --------~------------ See 8C23. 
See 8C22, 
LLIH----------- --------------------- Therapy typa triode oscillator anplifier 
12A/11L2A------- ---~------~--------—-- See L2A/1L12A. 
12A/112A------- 3382, 12A, 38192, Receiving triode datcsctor anpliffer (ob- 
UXLL2A solete). 
CK113---------- -----~--------------- Recelving diode rectifier, pantode 
\ amplifier. 
HY113/HY123---- HYL13, HY123--------- Recelving ainfature type triade ampli- 
fier oscillator. 
CV1L1L4---------- RELS6, £1355--------- Diode gas switching tube (anti-TR) 
(British). 
2024----------- --------------------- See 2024. 
114B--~-------- NULL4B--------------- See 1148. 
114B------~---- HY1148--------------- See 114B. 
VTLL4 (Br.)---- VTLL4 (Br.)---- 71537, 105/169, Transaltting tetrode anplifier (2ritish) 
: £1024, CV1114 

WE114A--------- WELL4A--------- -----------+--------- Ballast tube. 

114A----------- 114B-------+--- --------------------- See 114B. 

114B----------- N16-T-61140---- F 114B----------- 114A, HYLL43, NULL4B- Transaitting and receiving UAT triode 
amplifier oscillator. 

HYLL5/H87145---~ ~-------------------- Receiving untased sinfature tyre santoie 
auplifier. 

2J42----------- +------------------- See 2342. 

FLl6A---------- --------------------- Transaltting triode azpliffer oscillator 

CV1LL7~--------- RELS7, EL415--------- Diode gags caltching tube (ant£-TR) 
{British). 

VRLL7 (Br.j---- N16-T-61154---- VRLL7 (Br.)---- 10E/176-------------- Receiving triode amplifier (British). 

WELL7A~--------~ See 117A. 

X117----------- See 5D22. 

117A----------- N16-T-61160--— Ballast tube. 

117C6ST/G------ Does not exist. 

1} 7L7GT-------- N16-T-51170---~ Receiving diote rectifier pentoie azplt- 
fier. 

L17L7/&7GT--~-- N16-T-61172--~- 1L7L7/M7GT-~--- 11747GT----------.--- Receiving diode rectifier pentode. 

117M7GT-------- IL7L7/M7GT----- --------------------- See LL7L7/U7GT. 

LL7N7GT-------- N16-T-61173---- FO sLITN7GT-------- --------------------- Recelving diode rectifier pentode anpli- 
fier-Sinilar to LI7P7GT except for 
basing. 

I17P7GT--~----- N16-T-61176---- UL7P7GT--------. --------------------- Recelving diote rectifier pentode azspli- 
fier-Sinllar to LI7N7GT axceot for 
basing. 

11723---------- N16-T-61177---- Mintature typ9 diode rectiftfer. 

117243GT-------- N16-T-61178---- Receiving diode rectifter. 

1172Z66-----~---- 117Z6GT/G See 117Z26GT/c. 

11726GT-------- r 117Z6CT/G See 117Z6GT/G. 

117Z6ST/G------ NL6-T-61179---- 117Z6GT/G Receiving duodlode rectifier doubler. 

F118B---------- Transtitting triode amplifier oscillator 

FIL9QA---------- Obsolete-Surarseded by FL27A zhich ts 
not interchangeable. 

119A----------- N16-T-61190---~ L1QA---------2-) 222------- 2-2-2 ------ Ballast tube. 

C120-----~----- 120------------- --------------------- Collins; see 120. 

CEP120--------- 120---~------- SS ciane Acta se ww eg es See 120. 

HFL20---------- HFL20--------- + HPL&Q---------------- Transaitting triode (sinilar to 3LI1CT, 
3SLLLA). 

RX120---------- N16-T-61195---- RX120---------- --------------------- Special purpose dioda gas rectiffer. 

RXLIOA-----+---- N16-T-61196---- RXL20A--------- --------------------- Gas rectifier. 

UX120---------- 20------------.. --------------------- Superseied by 20 (both obsolete}. 

2B120---------- 120----------- Se eRe hesete Sansa esa aes See 120. 

120-----------. N16-T-61200---- =f 1 20-----------.- 3C21, ZB120,33220, Transaitting triode. 

Ci20, CEP1L20, CEP220 
UX120 

120A----------- N16-T-61200-10- Ballast tube. 

120C----------- N16-T-61200-30- Beta-Sarma counter tube. 

120% sane we dnnnnn Beta-Gamna counter tube. 

Al2L--+-------- See 2J41. Leter (British) 

eaten cia High voltage rect er c Ne 
Fiza aarcaan-ee Teadsabtiinn triode amplifier oscillator 
WE121A--—---- -- 


See 121A. 
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Sal atetatatated N1L6-T-61201---- o---------- a-------------- Ballast tube. 
ee ee ae NL6-T-61201-5-- 121B----------- --------------------- Ballast use for 121A. 


F-122A--------- NL6-T-61202---- Transzitting. 

122A----~------- NL6-T-61220--~- Ballast tube. 

F123A---------- N16-T-61223---- Transaltting trioda atplifier oscillator 
(obsolete). 

HY123---------- See HYLL3/HYL23. 

123A----------- N16-T-61230---- 1238----------- we nent Ballast tube. 

AlL24----------- See 2/64. 

F124A---—------ 1L6-T-61236---- 


Trananittiag tricia atplifier oscilla- 
tor-Water cooled, 

Transzitting triode anpliffer oscillator 
Taylor therapy HF triode. 


See 24A. 

Superseded by 24A; see 24A. 

Spark gap soljulator (British). 

See 125A. 

Transzitting triode codulator. 

Strobotroa. 

Transzitting triode. 

Receiving untasei ainiature type pentoia 
anplifier. 

Transzitting triode anplificr (siallar 
to FY20). 


125A----------- N16-T-61255---- 125A----------- one -ne nner nner ne Triode (#ater cooled). 

FI2GA-~-------- FI26A---------~ ------2 220m Transcitting trioze anotifier osctlla- 
tor-gater cooled (obsolete)-Siallar to 
F343A. 

X126H---------- 6023----------- -2----- nnn rrr See 6C23. 

126--~--------- 26--- See 26. 

FL27A---------- N16-T-612865---- FlL27A Transzitting triode azalifter oscillator 

VT127A-------~- N16-T-61267---- VIL27A--------- 1OOTS, "L534, Transaitting triote UIT osciilstor. 


3-LOOD2/ VIL27A 
VT127 (Br.)---- VT127 (Br.)---- N&74, 102/231-------- Receiving and transnitting tetrode 


amplifier (British). 

127------------ See 27. 

127A~----------- See VIL27A. 

F128A-~--------- Transaitting triode anplifier oscillator 
(obsolete). 

VGT128--------- VGTL23 Gag filled trioda (British). 

128A----------- N16-T-61280---- 2522NL See 2522N1. 

CV129---------- Receiving UNF cscillater (ritish). 

F1293---------- N15-T-51290---- 


See 1298. 
' Forced air cooled version of F1298. 

Forcea air cooled version of Fi293. 

See 3C26. 

RF power aaplifier (vater cooled). 

Forced alr cocled version of F129. 

Transaitting triode anpliftier oscillator 

Voltage regulator. 

See 30. 

Variable Kur. f. pentode, 387G. 

Transaitting trioie azpiifier oszillator 
(obsolete)-Water cooled. 

Tranctitting triode azplifter oscillator 
(obsolete). 

See CVI31. 

Winiature type hexola alcer (Oritish). 

Transnitting triols audio azplifler. 

See CE203. 

See CV132. 

Tranazitting and recselving miniature 
type. HF triode (British). 

Diode rectifier (British). 


NLO-T-61292---- 
N16-T-61296---- 


NL6-T-61300---- YXR130--------- -------------------=- 


See CYL33. 
N16-T-61340---- F134--------- we pee ween tenon ne ennreee Transalttiag triode (water cooled). 
2C48--------- we eee ee enone ences ene See 2C48. 
16-T-61360---- AL36M---------- --------9 2 on tron Yagnetron. 
Jochneeee CY136---------- VEL36----------nnn n> Rezeiving mintature type pentode anpli- 
fier (British). 
SccuescLes CV136---------- ----- one nnn o> See cV1L36. 
ra eee CV137---------- VXL37---2---- 0-000 Receiving minlature tyra diode trioie 
(British). 
VX137---------- CV137---------- --------- 2-2-2 orn See CY137. 
VCR139A-------- 181L0PL--------- 1CZ/466-------------- Cathode ray (British). 
VCRL39A(Br. }--- IBLOPL--------- ---------- 2 ern See L8LOPL. 


OFFICIAL USE ONLY ELECTRONIC SUPPLY OFFICE, Great Lakes, \Hinois PAGE 61 


First Edition 


VCRL40-~---~ -—- 
VX140---------. : 


HYL45YT-~------ 
HY145ZT------~-~ 
GL146--~------- N16-T-61460---- 
GL146(FP)------ 
146--------—.. 


NI6-T-51591---- 
N16-T-61503---- 
N16-T-61504---- 


QK151-------~-- N16-T-61510---- 
151N---------~. N16-T-61518---- 
151NA--------- 2 


GL152---~----.- 
GLI52(FP)-—--- 


152TH-----.---- N16-T-61522---- 


N1L6-T-61528---- 


N16-T-61530---- 


N16-T-61540---- 


NI16-T-615980---- 


VT160 (Br.)---- 
VTI61 (Br.}---- 
FG162-~----~-.. 


FP164---------- N1L6-T-61620---- 


16524---------~ N16-T-61540---~ 


OD3/VRLSO------ 38250, GL150-30, oD3- 
1B78------~---- 62014, 1378------~--- 
1379--- -+- 62015, 1B79---------- 


------ 1890,150NA,62016, 35-1 


I51NA, BS2----------- 
B32, 151LN------------ 
GLL52 (FP), F0016B--- 


152TH---------- 3-150A3/152TH-------- 
152TL----~----- UK252L, 3-150A2/152TL 
1U4------------ ~--------~----------- 
VT153---------- 1651,12C3-K9, L2CS8Y, 
12C8 Special 
FG154---------- 1254----------------- 


CRIONSY 58.2 ake es 
VI160 (Er.)---- 6D6------------------ 
VT161l (Br.)---- 6C6------------------ 
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Miniature type duodtode rectifter 
(British). 

Tran3zaltting triode (stallar to SLIT, 
HFL20, and Conmerctal wcll). 

See 9GP7. 

See CV1L40, 

See 140R4, 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Velocty varlation UY" oscillator. 

See 2X2/879. 

See 2C24, 

See HYLI5/HY145. 

Subniniature type. 

See 2£28. 

Transaitting trioze anplifter. 

See GL146, 

See 846, 

See 5J26. 

Phototube (replace with PJ22). 

See 0D3. 

Transaitting triote acolifier oscillator 
(similar to 3L1CH). 

Therapy tyge HF triode anplifter oscill- 
ator. 

Azperex therapy (nearest equivalent 
4C22/HF1LOO). 

Taylor triode. 

Transaitting trioda azplifier. 
(British). 

See OD3. 

See 0D3/VR1ISO. 

Beta-Carza counter tube. 

Beta-Ganma counter tube. 

Beta-Gaznma counter tube. 

Beta-Sazza counter tube. 

Transaltting pentode anplifier. 

Transaltting triojia amplifier. 

Transmitting UN? casillator-nagnetron, 

Ganma counter tube. 

Gamma counter tube. 

Transaitting trioda amplifier. 

See GL152. 

Transnitting diode vacuun rectifier. 

Transaitting diode vacuua rectifier. 

Transaitting triode amplifier (tain type 
75TH). 

Transzultting triode anplifier (twin type 
75TL). 

See 1U4. 

12C3 with shell directly connected to #1 
pin. 

Grid controlled gags rectifier. 

Transaitting triods anaplifter. 

See HKL54. 

See HY125/dY155. 

Transaltting UNF oscillatce-ncgnatron. 

Transaitting triode anplifler (cbsalcte) 

Grid controlled gas restifier (obsolete) 

Transtitting triode anplifler. 

Transaitting UHF triode. 

Transzitting triode anplifier. 

See 1005. 

Recelving pentode anplifter. 

Receiving pentode atpliffer. 

Special CGE (otsolete). 

Special GE (obsolete). 

Receiving duodiode pentode. 

Tising tube (inactive). 

Receiving pentode crplifter. 
Rectifler filazent tining control. 
Untased hearing air pentode azplifier. 
See 165R4. 

See L65R8. 

Ballast tube. 

Ballast tube. 
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N16-T-61720---- 
F16-T-61727---- 


NL6-T-61778---- 


FG178---------- N1L6-T-61780---- 
FGLT@A--------- NL6-T-61792---- 


N16-T-61790---- 


N16-T-61810---- 


N16-T-61900--—~ 
NL6-T-61902--~- 


NL6-T-61950---- 


TS1$6/1L4------ N16-T-61960---- 


CE200A--------- N16-T-61990---~ 
CR200---------- 
EE200---------- 
HF200---------- N16-T-62000---- 
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A Seeeae ener K49C,49A2, LO5KC, 50A2 
FG165---------- 2252, ¥L736---------- 


1824------ 
1828/482B------ --------------------- 
192B/482B------ 


185%4---------- K553,5532,1TU9,195XB 
18588---------- KSSC,55A2,1L954C, 50XST 


VR92 (Br.) - 
TS195/185------ —--------- 


195------------ --------------------- 
Va78 (Br.}----- Dl, ARD2, 2B36-----~- 
TSL96/1L4 


V99------------ V299---------------- 
X99------------ UX259 
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Ballast tube. 

Grid controlled gas rectifier. 

Transzitting triode anplifler. 

Superseded by 71A; see TILA. 

Superseded by 71A; see 7LA. 

See 71A. 

See 71A. 

Grid controlled gas rectifier. 

Wagnetron. 

Transaitting triode acplifler oscillator 

See 392A. 

Trananitting UYF triste oscillator 
(British)-Siallar to 3C27. 

Grid controlled gas rectifier (obsolete) 

Grid controll24 gas recttfter (super- 
sedes FG178 (OL7d). 

See FG178. 

See FG178. 

See CV74. 

Nearast equivalents FG235 and FO271. 

See 80. 

Transaltting UNF oscillator-nagnetroa. 

Receiving amplifier. 

Receiving triode anplifier. 

See 132B/482B. 

Receiving triode auplifier (obsolete). 

Recelving tricde azplifier (obsolete). 

See 483. 

See 185R8. 

See 18588. 

Ballast tube. 

Ballast tube. 

Ballast tube. 

Ducdiode gas rectifier. 

Receiving sialature. 

Therany type UF trioie oscillator (ob- 
solete; replace with 852). 

See VR92 (Br.). 

Selected 135 for Bureau of Ordinance. 

Therapy type HF triode (nearest equiv- 
alents 952, UE952}. 

Transzitting triode-air cooled (therapy) 
See YR78 (Br.). 

Selected 1L4 for Streau of Ordinance. 

Therapy type HF triode. 

Transzitting triode-air cooled (therapy) 

Therapy type HF trlade oscillator (ob- 
solete; replace with 211). 

See 2324. 

Therapy type UNF triode cscillator (ob- 
solete). 

See V99. 

See X99. 

Collins; see AF200. 

Duodiode gas rectifler (sinilar to 
NL602). 

Gas rectifier. 

Obsolete; sea CE2C0. 

Industrial triole vacuum control tube 
(electronic enterprises). 

Transmitting and therapy types, triode 
amplifier oscillator (similar to 
FPZ52A and #L400). 

Large transaltting radiation cooled. 
See HF200. 

Subaiaiature type. 

See 2C27. 

Tranaaitting triode anplifier; see HF<s00 

Superseded by COA, both obsolete. 

Sea 200A. 

(British). 

See HF200. ‘ 

Type UX200 with lower filatent current 
(obsolete). 

Alpha-Seta-Gaaza counter tube. 
Alpha-3eta-Ganza ccunter tube. 
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See 4827. 

See 334A, 

Klystron. 

Grid controlled gas rectifier. 

Sea OLA (obsolete). 

Replaced by 102D. 

Alpha-Sata-Gazaa counter tube, 

Transaltting triote amplifier (Collins) 
(similar to 8003). 

Diode gas rectifier. 

Subainfature type. 

Klystron. 

Obsolete (replace vith 1602). 

Obsolete (replace with 1602). 

See CZ203. 

See 203A. 

Diode gas rectifier. 


N16-T-62010---. 


N16-T-62012--.- 


N16-T-62025---- C£203--~-----~-- AC203,PG132, H¥-15, 
NL623 


See 203A, 

Transaitting triode anpliffler. 

Heavy duty therasy triode acplifier 
(similar to 303U). 

Taylor. 

Transaitting triode azplifier (Taylor). 

See 203A. 

See 203A, 


See 203A. 
Reeteesscus 3O3A,7£2954, 33103, Transnitting 


203B, C203A, WL203A, Bodulator. 
UV203A, GL2034, 


WE203A 
203B--~------.- N16-T-62030-20- 


N16-T-62027---- 


N1L6-T-62030---~ fF 203A triode anplifier oscillator 


Transiitting triode (obsolete, super- 


seded by 203D and F, also obsolete). 
203H---~+---.-. Transiitting triode anplifier (sinilar 
to 303U). 
2038~---~-.-.-. N16-T-62035---- 


Ruggedized 203A. 

Ruggedized version of 203A, 
See 204A. 

See 204A. 

See 204A. 

See 204A. 


+--+ N16-T-62036---- 
C2044------.._. 


See 204, 

See 204A. 

See 204A, 

Transaitting triode (obsolete, super- 


seded by 204A). 
N16-T-62040---- Fr 204A-------~--- CL2044,F204A,2CA204A, Transaitting triode azplifier escillator 
UN204A,UN304A, 38104, modulator. 


C2048, WL204A 


See 1653, 

Diode gas rectiftler. 

Untased hearing aid pentode azplifter, 
Velocity codulatioa reflex oscillator. 


N16-T-62050---- 


N16-T-62053-~--- 


See 2053. 

See 1276. 

See 205F, 

Obsolete, 

Transmitting trlote atpliffer oscillator 
(obsolete, replace with 205F). 

Transoitting trlode ampliffler. 

Trioda azplifier oscillator. 

Diode gag ractifler, 


N16-T-62055---— 


N16-T-62057---~ 
N16-T-62060---- 


See 206. 

See 2£27. 

N16-T-62068-~... Magnetron. 
See 206. 
See 206. 

206--~--------. RCA206, UV206, GL206, Transzitting azplifier oscillator (ab3s0- 

38106, 2933 lete). 
F207 -s22e5 25555 See 207. 
GL207------.... See 207. 
RCA207--~-.--_. See 207. 

RX207--- See 4825. 
UV207.- See 207. 
W207 eens wee ei See 207. 
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eeccacscuess Nl Oelo5o .010s=-s. FP - DOleaecenccsace » 39107, Transaitting triode azplifier osclll1- 
1971, U¥207, RCA207, tor-Water cooled. 
GL 207, WL207 


Transaitting triode, (modified version 
of 207). 

Grid controlled gas rectifier (obsolete) 

Betosccss Replaced by 205F. 

ee Replaced by LO1D. 


Grid controlled gas ractifier (obsolete) 
edecscoce Replaced by 102D. 
See 10; replace with LOY. 
See 10; replace with LOY. 
Replaced by 104D. 
See 10; replace with LOY. 


Anperex 211B--- 


See 211B. 
C211-------+-=--- Conmerctal 211- --------------------- See 211; replace with 211. 
Coznercial 211- Commercial 2L1- UV2L1,C211, RX211, Transwitting triode azpliffer oscikla- 
UE2ZLL, NU2ZE1L, GL2L1, tor. See 211; replace with 221 (very 
38212, AD2LL, WE2L1 similar to 242A, 3428). 
WL21L, Aray VI4B 
Comzercial 211 2ll------------ 4C21, Aray VT4C------ Conmercial type 211 with low grid 


spcl. 


current Limits-See 211, replace with 

2il. 

Commercial 211- See 211; replace with 211. 

Commercial 2L1L- ---------~------------ See 211; replece with 211. 

2110 --~--------- See 21ICc. 

Commercial 21!- See 211; replace with 211. 

248A-----------. ------------- See 248A. 

Commercial 211-- ----------- See 211; replace with 2li. 

2110 ------------ ------ See 211C. 

Commercial 211- See 211; replace with 211. 

2110 =<252-2 See 211C. 

Conmercial 211- See Commercial 211. 

Commercial 211- See 211; replace with 221. 

Z11A------------ -------------- See 211A. 

WE21L18--------- . Transaitting triode (old type 211 with 
plate-top cap, obsolete). 


3811LLA--------- HF130--~-------------- See 38111A, replace with 38111A (sieilar 
to 261A, 361A, WE261A, 835). 
211D--~-------.- --------~------------ See 211D. 
21) Bosses eskis a5 sass ste) Bee 21LE: 
Commercial 2L1- --------------------- See 211; replace with 211. 
211------------ N16-T-62110--—~ F 211------------ 4C21, Aroy VT4C, Come- Transzitting triode aaplifier oscillator 
szercial 211 Special 
21LA-~--------- 211A----------- WE21 LA-------------~-- See 242C; replace with 242C. 
211B---~---- — 211B----------- Aaperex 211B—----- -- Transnitting triode (Amperex, sisilar to 
211 except for capacitances). 
2110---+—------ 211C----------- UE2LLC, HD2EIC, FP285 Therapy type SF triode (Taylor). 
T21L1C 


91 Deonsoesessc N16-T-62112---- See 242C; replace with 242C. 
2Q11E--------- — See 242C; replace with 242C. 

Cot: haere rey Type 211C with plate top cap (Amperex). 
OYLY-oss<---cu5 N16-T-62115---- r Ruggedized version of 211. 
CE212-------- - Diode gas rectifier. 

F212e-------- — See 212E. 

RX212~---~----= N16-T-62118---- Special purpose diode gas rectifier. 
WE212".-------- See 212E. 


Television pick up tube (Remington Rand) 


Obsolete, superseded by 212E. 
212€----~~----- NL6-T-62160---— i. | 1819B, 38112, E2125, Transzitting triode aupliCier. 


SIZE, UN3SL2E,F212E, 


CE213---------- NL6-T-621 30---- CE213---------- NL61L5---------------- Diode gas rectifier. 
J21TAKA-------- 4826----------- J2L3AAA (Allen)------ Replace with 45326; see 4826. 
J2L34AA(ALLen)- 4B26----------- --------------------- See 4B26. 


a © 9 p9 OS, See roe Submslolature type. 
see canes Superseded by 80; gee 80. 
UX2]3-------—--- Superseded by 80; see 80. 
DIY nic ate oe mien See 80. 
Superseded by 80; see 80. 
See 214. ° 
Sea 214. 
See 214. 
Subzintature type. 
See 214. 
Grid controlled 


gas rectifier. 
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214E---—~ 
CE215-—--—____. 


QF215~-~—_. 


GL217¢-—.____ 


217—8------ 


RCA2tB——___ 


WE219D---—____ 
219—~---~----. 


T220-------_._. 
¥£2208--—_____ 
WE220C-~--_.___ 


220C~-~~---..__ 


CE224~---0 


UY224-~--- 
WE224A-----. 
WE221B---- 
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N16-T-62140-~__ 


NI6-T-62165-—_. 
96-T-62170-—. 


"16-T-62160--.. 


N16-T-62190--~. 
N16-T-62200~-. 


"16-T-62205.—_. 
NL6-T-62206---- 


N1L6-T-62209-50_ 
N16-T-62210--.. 


N16-T-62225---. 
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214-----_ 


224--—-—__. 


CE215---—---___ 
2C35---~-----__ 


217¢---- 
2t7A—-- 
a ee 
2287C----~--- 


217--—~~--___ 
2174-—-—_______ 


py 5 poems 


218-----_______ 


218-—--—__ 


218--~---.__.. 
218--------__ 


C35-~-—-..—__. 


2t9———-—_____ 


2938, 38114,C214, 
WL2L4, GL214, UV214, 
A214, F214, RELOO 


UV217A, GL217A----_._ 
38117, HX235, UE317¢C, 
GL217C, 2936A, 317¢, 
OV217C, WL217c 


ttt tt eee 


we wean 


ttn tte ae 


1861, 38113,RCA218, 
F218A, UV218,318a, 
GL218, "L218 


GL219,38119,2937, F219 | 
RCA219,UV219,R319 
RER72 


Transaitting diode rectifier (obsolete), 


Transaitting diode vacuua rectifier, 

Diode gas rectifier, 

See 2C35, 

Special purpose duodiode gas rectifier, 
See 2154. 

Receiving a-f and 1-f aeplifier (obse- 
lete). 

Superseded by 81; see 81. 

Superseded by 81; see 81. 

101D may be used ag substitute. 

See 217A. 

See 217¢. 

Receiving UHF oscillator, 

See 217A, 

See 217¢, 

See 217¢. 

Rectifier (obsolete). 

Transazitting diode ractifier (vacuua), 

Transmitting diode rectifier (vacuum). 


See 218. 

See 218. 

See 228. 

See 218. 

See 218. 

Transzitting diode rectifier (obsolete, 
for replaceaent only). 


Transaitting diode rectifier. 

See 219. 

See 219. 

See 219. 

See C35. 

See 219. 

Obsolete-2534 with adapter may be used 
es replacement. 

Obsolete. 

Transaitting diode vacuum rectifier 
(obsolete). 

Diode vacuue rectiffler; see 72 and 8020. 
See 120. 

Superseded by 20, both obsolete. 

See 2208. 

Taylor. 

See 2208, 

See 220¢. 

See 220CA, 

Transaitting triode amplifier oscillator 


Transaitting triode aspliffler oscilla- 
tor-water cooled. 

Transaltting triode azplifier ogcilla- 
tor-water cooled. 

See 4825. 

Magnetron. 

Tricde. 

Recelving triode (obsolete) 

See 371A. 

See 371B, 

See 3822, 

See 2224, 


See 22. 

Transaitting diode rectifler-water 
cooled. 2 

Replaced by 2224. 

Triode. 

See 4524. 

Superseded by 24A. 

Cathode ray. 

Cathode ray. 


QO ELEICiI AL tice cOAlYV 


bee 


August 1950 


CROSS INDEX OF ELECTRON TUBE TYPES 


STANDARD NAVY | ALLOW-|CURRENT SERVICE 


DESIGNATION 


T04A----------- WE225TQ, D159765----- 
4B26----------- #L289416 ,GE199049, R68 
RX226A--------- --------------------- 
26------------- ~~ ------------------- 


N16-T-62260---- 


N16-T-62270---- 


N16 -T-62280---- 


NL6-T-62290--—- 
229D----------~ 
CE230—---—--— 
WE230D--———---- 
#7230--~------- 


N16-T-62310--— 


231D-—-------— 
R&232---------- 
W232A-—--— = 
¥£2328—--_-——- 


WE232A, F332A-------- 
F332C, W£232B------~- 


232CH-~--------- 


232R--------- ~ 
RI233---------- 
RK233A--------- 


WE233A--------- 
WE233B-------~- 
233------------ N16-T-62332---- 233------------ -------~----~--------- 
233A--------- —— NL6-T-62338--— Fr 233A------~---- WE233A, 23535B--------- 
2338----------- 233B----------- W£233B, 233A--------- 
WE2348----——-- WE234A--------- --------------------- 
234---—----- —_ BA nnn nnn nn ener nnn nen 
CE235---------- 5B21--------- —- RISA, €L766776, 
GE217283 
FG235A---~-~---~ N16-T-62350---- 5552------~----- #L651/656, FL-5552/ 
BGnE SOR SALA 3 228/291 
QK235---------- ¥16-T-62349---- 


NL6-T-62370---- 


N1L6-T-62385---— 
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Cathode ray. 


Diode gas rectifter. 

Trlode. 

See 704A. 

Transnitting diode rectifier. 
See 7C%A. 

Dicde gas rectifier; see 4826. 
Diode rectiffer (otsolete). 
Superseded by 26; see 26. 
Superseded by 26; see 26. 


Amperex water 

See 27. 

Receiving pentode. 

See 27. i 

UHF tricde acplifier oscillator. 
Magnetron-surersedied by QK 254. 

See 228A. 

Transaitting triode anplifiter codulator. 

Transaltting triode-forced air cooled. 

See 2C42. 

See 5687. 

Triocde. 

See 3824. 

Same as 231D except base. 

See 873. 

See 30. 

Receiving triode, detector amplifier. 

Receiving triode detector amplifier. 
Obsolete, superseded by 72. 

See 232A. 

See 2328. 

See 32. 

Replaced by 3434. 

Transaitting triode amplifier oscillator 
-Water cooled (replaced by 343A). 

232B with fins for air cooling. 

Transaitting triode amplifier-¥ater 
cooled (Amperex). 

Transzitting triode amplifler-fater 
cooled (Amperex). 

Transaitting triode-Forced air cooled. 
See 2C33. 

See 2C33. 

See 235A. 

See 233B. 

Transnitting triode amplifier-Vater 
cooled (Amperex: supersedes 232Cii). 

Trangnitting diode rectifier, supersaies 
2338. 

Replaced by 233A. Sea 233A. 
Rectifier-equipaent converted to use 
2498. 

See 34. 

Diode gas rectifier. 


cooled-Obsolete. 


See 5552. 


Wagnetron, 

Diode rectifler (similar to 72). 

See 35. . 

See 236A. 

See 36. 

Transaitting triode anplifier-Water 
cooled. 

See 237A. 

See 237A. 

See 237B. 

Transaitting diode rectifler-Water 
cooled. 

Discontinued-Replaced by 237A. 

See 5555. 

Photoelectric cell. 

See 239A. 

Superseded by 39/44. 
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Receiving triode amplifier. 
See 40. 

See 240A. 

See 2408, 

See 40. 

Replaced by 240B, 
Transmitting triode auplifier-fater 


cooled. 
¥16-T-62407-50- Magnetron. 
See 2418, 
NU6-T-62410---- 2B 212E, 3122, WE2418--~ Transaitting triode saplifter. 
242A8-----~- Amant ee en See 2424, 
242B—-- See 2428, 
242 a os See 242¢. 
242-~---- LL See 242. 
242------- 8, nll See 242A, 
242B--—--- ee See 2428. 
242C--------- See 242¢, 
- WE242--—--.-~--.-- 2 Transaitting triode asplifler (oscilia- 
tor). 


N16-T-62420--.- 242a---------. + WE242A, GL242A------~ Obsolete. Replace with 211. (Siailar to 


Commercial 211, 311, 38211). 


242B--—---.-~~.. WE242B, GL242B, 3428- Transaitting triode amplifier (obsolete, 
similar to Coamerctal 2k1 and 242C). 
N16-T-62425--.— 242C----------.. 342C, GL242C, WE242c- Transzitting triode anplifler oscillator 


(similar to Commercial 211, 242B), 


WE243A~------~--. -~---~---------- Triode. 
2444-—--. ifecoee See 2444. 
N16-T-62440---- 2444-------~---~ FE24 - Triode amplifier oscillator. 
wer eee amen ne ~  Unbased hearing aid pentode amplifter. 
45-------------. ----------- 2 See 45. 
45 ~-~---------- ----- + See 45. 
245$-—--- 2-2-2 See 245A. 
45255 See 45. 


N16-T-62450---- 2454---------~- 


Tetrode auplifier detector. 
Velocity variation UR? oscillator 
See 246A. 


Receiving tetrode aaplifier. 


N16-T-62470--~- QK247~--------- ~-- 2 Transnitting UHF oscillator-magnetron, 
See 247A, 
See 47. 
Receiving triode amplifier. 
RCA2IL, NU2L1-----~. —— Transaitting triode oscillator aodulator 
WE249¢ Sea.249C, 
eam ee See 2498. 
Teter meen H- ne 5- +e See 2494. 
SOR me a ee See 249B. 
Tera eens wen e- i 8. -- See 249C, 
N16-T-62498---— 249A---~----- Gas rectifier. 
WE249A---------- Replaced by 2498. 
N16-T-62490---- WE249B, T249B-~------ Transaitting diode gas rectifier. 
N16-T-62495- .-- J 0249, WE249C--------- Transaltting diode gas rectifier. 
See VT31(Br.). 
See 1223. 


Transaitting triode asplifier oscillator 

Transaitting triode. 

See 50. 

Transaitting and receiving triode ampli- 
fier-See 50. 


250R----------- NI6-T-62500---- 2-250A/250R-~-------~- Transaitting diode rectifier. 

250TH-------~-. N16-T-62503---- L RX63, HK4548, Transnitting triode anplifier 
3-250A4/250TH oscillator. 

250TL------- ~~ N16-T-62506---~- 250TL------~-~- HK454L,806, 3-250A2/ Transaitting triode auplifier (low Mu}. 
250-TL 

WE251A-------.~ 251A--~-------— ------- 2 See 251A, 

2514--~+-~------ N16~T-62510—~~ 


Transaitting triode amplifier, 

Therapy type triode aapliff_er oscillator 
(obsolete). 

Therapy type triode amplifier oscillator 
(obsolete, similar to HF 200, FV20). 


; N16-T-62520--— Tricde amplifier oscillator. 
FG253-~---~.-.. 


Gas rectifler (Lgnitron-sbdsolete-super- 
seded by GL415). 

Transeitting diode vacuus rectifier. 

Sata t eran commen nen -2- ee Transaitting diode vacuua rectifier. 


HR253--------—. N16-T-62523---- 
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See 253A. 


Transaitttiog rectifier. 
NL6-T-62530----  253A----------- Diode gas rectifier. 
AK254---------- --------- one Transsitting trioje amplifier (sizilar 
te LOOTH RK38 and 4C22/HFLOO). 
N16-T-62538---- Wagnetron. 
See 254A. 
See 254B. 
N16-T-62540---- 254A----------- WE254A--------------- Trangnitting tetrode aaplifier osclila- 
tor. 
254B----------- 254B----------- WE254B--~------------- Transaitting tetrode amplifler oscilla- 
tor. 
HY255---------- RY25S---------- eo - eon nnn nnn nnn Unbased hearing aid pentode amplifier. 
HY255%--------- HY255k------n-- none nnn rrr Unbased hearing ald pentode azplifier. 
@E255A--------- See 255A. 
¥E2553~--~------~ See 2555. 
255A----------= Obsolete. 
255B----------- N16-T-62550---- Diode gas rectifier. 
WE2S6A~~------- See 256A. 
256A----+------ N16-T-52509---- 256A----------- RE256A, 099279------- Grid controlled gas rectifier. 
HK287~---------- N1L6-T-62570---- 8K257---------- BCOL, R&43A~---------- Transnitting UHF pentode aaplifler; see 
HK257B. 
ll a eta 4E27----------~ 6001, RK48A---------- Identical to HK257, except 3/4" shorter 


in height. 


Soccue N1L6-T-62575---- 257A----------- BE2S7A---------------  Recelving triode aaplifler detector. 
Sesecee RK4G4/RK49----~ --------------------- See RK49A/RX48. 
---- N16-T-62575---- 257A----------- WE2STA--------------- Receiving triode anplifier detector. 
aia ane NL6-T-62530---- 5553----------~ 91.655/653, 5353/FG- See 5553. 
258A 


259B----------- ---- 22 none n nner See 259B. 
259B------- 2 en ener nnn nn See 2538. 
N16-T-62535---- 2533---- -- W5253B, T2528-------- Diode gas rectifier. 
5554------- a= 1579, 9354/F0-2578-- See 5554. 
FG2598--------- - oon Diode gas rectifLer (ignitron). 
259A-------- n-ne errr See 259A. 
259B----------- mmr rrr See 2598. 
N16-T-62590---- L 259A----------- WE259A---------- oo Receiving tetrode acplifier. 
N16-T-62590-40- 259B----------- 9£259B--------------- Receiving tetrade amplifier. 
260A-----------  -------n ner n enn See 260A. 
260A----------- #E260A, 860---------- Transazitting tetroie amplifier. 
261A----------- 761A, WS261A--------- See 3S1L1A; replace with 33LLLA (sintlar 
to WEZ7GA, 242B, 242C, 2L1C, 835). 
262h--------- ne - nnn nnn See 262A. 
: 262B-----=------ tattle etait See 262B. 
N16-T-52620---- 262A----------- WE262A--------------- Supers2ied by 2628. 
N16-T-62625---- 2628----------- W£2628--------------- Receiving triode amplifier. 
263A ------ nnn nn errr See 263A. 
263B----------- seme eee e enna nena ae one See 2638. 
263A----------- WE263A----------- on Duodiode gas rectifter. 
263B----------- #E2538--------------- Duodioie gas ractifier. 
See 2648. 
See 264C. 
Receiving trioie (nonnmicrophonic, see 
864). 
2649------~---- Superseded by 264C. 
264C~---------- N1L6-T-62643---- 264C----------- ¥E263C--------------- Receiving triode a-f anplifier. 
FP265---------- NL6-T-62650---- FP269---------- manner Therapy type h-f triode. 
F266A---------- 266A------- nH = monn n nnn nnn See 266A. 
F266B8---------- 266B-----------  ----- one rrr See 266B. 
GL266A--------- 266A---------- = enn nnn rere See 266A. 
CL2668-----—--- See 266B. 
WE266B--------- See 2668. 
W£266C--------- See 266C. 
266A~-----~---- Transvitting diode rectifier (equivalent 
to 857). 
266B----------- N16-T-52665---- 266B----------- F2663, 862668, GL26$B Transaitting diode gas rectifier. 
266C----------- Transaitting diode gas rectifier (atai- 
lar to 8578). 
F267B---------- See 2678. 
1£267B--------- See 267B. 
267B----------- N16-T-62675---- f 267B----------- £2678, F267B-------- Transaitting diode gas rectifier (siat- 
lar to 872A). 


PuReeannseer See 268A. 
263A--~-------- NL6-T-452680---- : Transzitting trioie. 


rs Velocity variation UHF osc{klator. 
xen aim See 269A. 
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N16-T-62690---- 


ELECTRON 
TUBES 


WE269A, 090278------- Grid controlled gas rectifier. 
wee seen eee ne ene ee eee Transzitting triode (obsolete). 
See 270A. 

See 80. 

Transzuitting triote anplifier. 
See 5551. 

See 371A. 

See 271A, 

See 71. 

Moderate power triode azplifier. 


See 272A, 
See FGL7. 


See FGL7. 

Receiving triode aaplif fer. 

See 274A. 

See 2748. 

See 5V4G. 

Duoiiole vacuus ractiftier (medlus 4-pin 
base). 

Duotioje vacuum rectifier (meitus shell, 
octal, S-pin}). Replace with SU4G. 

Sae 5A6. 


N1L6-T-62709---- 


N16-T-62710---- 


N16-7-62720---- 


N16-T-$2740.--- L 


N16-T-62745---- J 


See 275A, 
N16-T-62750---- Wolerate power triode. 
See 276A. 
See 276A. 
N16-T-62760---- 


Transnitting trioie aapliffer-oscillator 
See 277A. 

Grid controlled gas rectifier. 

See 278A. 

tenn nan --- eee Transnitting tetroie amplifier (siatlar 
to 379A and 251A). 


NL6-T-62730---- 


See 279A. 

Transnitting triode amplifier. 

Diole gas rectifier. 

See 80. 

See 280A. 

See 80. 

Diode gas rectiffer (obsolete). 

See 81. 

See 281A. 

Moderate power tetrode. 

See 282A. 

See 282A. 

See 282B. 

Transaitting tatrote auplif ter. 

Transaitting tetrojie amplifler (obso- 
lete, replaced by 292A). 


N16-T-62790---- J 
N1L6-T-62900---- 


N16-T-62320---- 292A----------- WE292A, T282A-------- 
N16-T-62325~--- 202B--------.-- 39282, WE282B-------- 


See 283A. 
N16~T-62330---- Recalving tetrode ampliffer. 
See 284A. 
See 284D. 
See 284). 
NL6-T-62940---- 284A-------- --- WE284, NUS45--~------ Obsolete, supersaied by BE284D (845). 
N1L6-T-52845---- 224D-------- --- WE294D, WE294F------- Transnitting triote amplifier; see 845. 
Therapy type h-f triode-sinilar to °‘ 
3SLIGT, 38L11A, 2L1C. 
See 285A. 
NL6-T-$2950---. Receiving pentode a~f amplifier. 
See 286A. 


N1L6-T-62360---- Receiving pentode amplifier nodulator. 


See 287A. 

Grid controlled gas rectiff_er. Sintilar 
te 5557. 

Transaitting UHF oscillator-sagnetron. 
See 283A. 

Diode gas rectifiar (obsolate). Use 4B26 
See 4826. 


N16-T-62970---- 287A-------- -=- 1287, WE287A, CE302-- 


N16-T-623°0---- 


4B26----------- GEL89049, #E23994, See 4826 (289A is obsolete). 
38L16, #E289416D, 
RCA2000 
See 80. 
See 290A. 


Receiving pentoie varkable Mu auplif ier. 
Sea 291A. 


Recelving triple twin aupliffer. 
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291A----------~ 


293----~-----—- 
293A------—--- 


WE296A----—--——— 


29TA-- 
we29ARA--~~- eo 


UV299---------- 
UI299--—----——- 


CR300-----—---- 


HF300---------- 


NU300---------- 


300A------——-- 
300A----------- 


300B----------- 
300T----———-- 
¥301-----—---——- 


WE301A——------ 


303¢-----—--—- 
303U----------- 


AE304TH-------= 
BRS04TL----—---~ 


UE304A-—------- 
UN304A--------- 
WE304A--------- 
WE304B--------- 


304A-------~~ -- 


CROSS INDEX OF ELECTRON TUBE TYPES 


STANDARD NAVY 
STOCK NUMBER 


N16-T-62920---- 


N16-T-62930---- 


NL6-T-62940--—— 


N1L6-T-62964---- 


N16-T-62990---~ 


N16-T-62938--— 
N16-T-62990---- 


NL6-T-62999---- 


N16-T-63000--——- 
NL6-T-53001---- 


NL6-T-63008-~--- 


NL6-T-63010--— 


N16-T-630L6---- 


NL6-T-63020--~- 


N16-T-63030---- 


284D----------- -----—----- 2 


OD3/VRLSO0------ -------7 


305A, #€295A, GL203A- 
CK LOL3--------------- 


2998----------- - eee nnnnn anne 
WEZ99A, CX39%, €399-- 


300A----------- <2 
300B---------—- —- nnn 
QA-------- 2-5 enn 
300A----------~ WE300A--------------- 
300B----------- WE3008--------------~ 
S0LA------ an = 
30LA---—------- RESOIA-------------— 


303U--------2- wenn 


301TH 
JOqIL-------- ewe 


£204A,UN3O4A,204A, 


WE-304A, UE304 


3B104,GL204A, WL204A, 


TUBES 


Receiving pentagrid convacter. 

See 292A. 

Obsolete, superseded by 352A. 

See 293A. 

Receiving triple tein amplifier. 

Pentode amplifier. 

See 294A. 

See 284D. 

See 0D3/VRL50. 

Transaitting pentode asplifier (low pow- 
er). 

See 203A. 

Recatving triple twin aaplifier. 

See 203A. 

See 5517. 

See 296A. 

Transaitting trioje amplitlee. 

See 297A. 

Grid controllad gas ractifier. 

See 298A. 

See 2988. 

Transnitting trioie aaplifier. 

Transaitting triole amplifier. 

Receiving trioie azplifler (obsolete). 
Recaiving trioje aaplifier (odsalate). 

Grid controlled gas rectifter. 

See ¥99. 

See X99. 

See 299A. 

Gas rectifier (not active). 

Transaitting triode. 

Diode discharge tube. 

Diode discharge tube; se¢ CEs00. 
Transaitting triode. 

Transaitting triode oscillator, power 
amplifier. 

Transnitting trioie anolifier (nearast 
equivalent NU300, $1463, KU23, C300). 
Transaittiog trioie aaplifier. 

See 300A. 

See 3008. 

See OOA. 

Replaced by 3008. 

Moderate power triode amplifier. 

Transzitting trioie asplifier. 

See 1N40. 

See SOIA. 

Duodiode gas rectifier (nearest equiva- 
lent is type 83}. 

Crid controlled gas rectifier (siallar 
to 722A). 

See 3821. 

Geiger-Mueller counter tube. 

See 302A. 

Cathode ray (obsolete). 

See 3C31/C1B. 

See 303A. 

See 203A. 

Transaltting triote aaplifier (nearest 
equivalent 303U}. 

Transnitting trioie amplifier (nearest 
equivalent 303C). 

Transaitting triode amplifier. 

Grid controlled gas rectiffter. 
Geiger-Kueller counter tube. 

See 304A. 

See 304TH. 

See 304TL. 

See 304TH. 

See 304TL. 

See 304A. 

See 304A. 

See 304A. 

See 834. 

See 2C4A. 
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304B------..-.. 834----------_- B¥lL, ¥£304B--------. 
304D---------_. 2050---~------- 2 
304H-~---~~-__ < et 
304TH------ ~~. NI6~7-63040----  G@ =— 304TH--------_ L535, HK304TH, 
3-300A3/ 304TH 
304TL---------- N16-T-63045----~ 304TL---------- WL525, 4X304L, NK304TL, 
3-300A2/304L 
CE305-------.... N16-T-63049---- CE305---------- ---------- 2-2. 
¥£305A-------_. 305A~----~~---— ----- 2-2 
N16-T-63050--~- 305A----------- ¥E305A------~-----__. 


NL6-T-63060---- 


N16-T-63070---- 


N16-T-63030--~- 


N16-T-63086--~- 


309A----~-----. 
CE310--------__ 


NL6-T-63090---~ 


N16-T-63095---~ 


N16-T-53100---- J 
N16-T-63105---- 


NL6-T-§3110---- J 


NL6-T-53120---- 


WESL3CA--~---.. 
WE313CB-----__. 
WE313CC---.---. 
W£313CD--- 


BOLA, S01A/SO01------- 


835 


WE312A, 38412-------- 
13193, F2L2E, 2418, 
UNSL2E 


of NAVY MATERIAL 


SEE ey 
SEO 


August 1959 


See 834. 

See 205D. 

See 304TH. 

Transaitting triode power amplifiar 
(high Mu). 

Transaitting trioie power amplifier (low 
Mu). 

Grid controlted gas vactifter, 

See 305A, 

Transaitting tetroie power anplifter, 

Transzitting triode anplifter. 


See C46J. 
See 306A. 


Transaitting pentole anplifler. 
See 207.. 


See 307A, 

Transaitting pentoie aaplifier. 

Grid controlled gas rectifler (selected 
CE306). 

See 5669. 

See 5669, 

See 308B. 

Superseded by 308B. 

Transaitting trioie amplifier oscillator 
See FG17. 

See 5646. 

See 5647. 

Strobotron. 

See 309A. 

Receiving pentote anplifiar. 

Grid controlled gas rectifier. 
Superseded by 10. 


Geiger-Uneller counter tuba. 

See 801A. 

See NT98. 

See 310A. 

See 3108. 

See 310. 

Recaiving pentota amplifier, 

Receiving pentoie amplifier. 

See 3C23. 

See 311. 

See 39LL1A; replace with 391L1A. 

See 311CT. 

See 311A, 

See 21l; Replace with 211 (sintlar to 
242A, 835, Conzercial 211). 

Receiving pentode anplifter. 

See 32L1L14; replice with 331LLA (stailac 
to 535, Connercial 221). 

Theripy type h-f triote (nearest equiv- 
alent 2114, plate top cap). 

Therasy type he-f triode; sea 33L11LA; 
replace with 381LLA. 

Therapy type h-f triode (replace with 
2tt). 

See 312E. 

Sea 312A. 

Transaitting pentofe amplifier. 

See 212E, 


See REL32. 
Superseded by 80. 
See 313A. 

See CV75. 

See 313CA, 

See 313CB. 

See 313CC. 

See 313C0, 
Superseded by 80. 
Superseded by 313C. 
Superseded by 80. 
Cold cathole gas trioie ractifier 
regulator. 


relay 
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Cold cathole gas triode rectifier relay 
regulator. 


ts apical Cold cathole gas trioie rectifler ralay 


; regulator. 
313CC---------- NL6-T-63132---- 313CC---~------ WE31L3CC-------------- Cold cathode gaa triode rectifier ralay 


regulator. 


Cold cathole gas triota rectifier ralay 
regulator. 


313CD---------- N16-T-63134---- 


See 214. 
See 314A. 
N1L6-T-63140---- Duodiode gas rectifier. 
See C5B. 
See 315A. 
See 315A. 
315A-~-------- —- Ni6-T-63150---- Transaitting dioila gas ractifier. (sint- 
lar to 575A and 673). 
315B----------- See CV38. 
315D---------~-- See NT99. 
GL3L6A--------- See 316A. 
WE316A----~-~--- See 316A. 
316------------ See 81. 
SiG hs sasennwom N16-T-63160---- F Transnitting UHF triode oscillator ampl- 
ifier. 
TR317---------- N1L6-T-~63170---- 


Gas saitching tube (TR) (sinklar to 
X7047). 


See 217C. 
See 217C. 
See 218. 
218------------ GL216, F318A---~-~---- See 218. 
F319A---------- 219, GL21L9, RCA219--- Obsolete; see 219. 
219------------ -~--.----------------- See 219. 
872A----------- ---------~------------ See 872A. 
B19A----------- ---- ----------------- See 319A. 
319A----------- N16-T-63195---- 319A---~------- TE31L)A--------------- Trananitting dioie gaa rectifier (sini- 
lar to 872A/872). 
220B----------- #£2298--------------- See 2208. 
F320C-----~----- WE220C, 220C--------- Developnuantal, nevar applied; see 220C. 
320A----------- --------------------- See 320A. 
320A----------- WE320A--------------- Transnitting triote amplifier (250 kw). 
See 321A. 


Transaitting diode gas rectifier, (Sini- 
lar to 575A and 673). 
Obsolete; sea 222A. 


N1L6~-T-63220---- §69$-~---------- ---- errr nnn nnn See 5656. 
803------------ ----------~----------- See 803. 
803------------ RK22A, WE322A, 39303- See 803. 
See 323A. 
NL323B--- See 323A. 
WES23A~--— See 323A. 
WE323B--- See 323B. 
303A----------- N16-T-63230---- J Grid controlled gas rectifier. 
323B.-.-------- NL6-T-63232---- Grid controlled gas rectifier. 
WE324A--------- See 324A. 
324A----------- N16-T-63240----~ 324A--+-------- WE324A, DIS413------- Special purpose diole rectifler (obso- 
lete similar to 3824). 
W£325A----~---- 325A----------- --------------------- See 325A. 
WE325B----~----- See 325B. 
WE325C-------- - See 325C. 
325A~---------- Cathole ray. 
325B--—------- Cathode ray. 
325C----------- Cathode ray. 
CE326----+-----+ See C6L. 
WE326A~-------- See 326A. 
¥WE326B--~---—-- See 3268. 
WE326C~~------- See 326C. 
326-------~=- — Sea 26. 
by See N16-T-63260--~--- Cathode ray (electrostatic focus and de- 
flection). 
326B----------- N16-T-63265---- Cathode ray (electrostatic focus and de- 
flection). 
326C—--------—-- Cathode ray {alectrostatic focus and 
deflection). 
WE327A4~-----—--- Dioje gas rectifier (obsolete)-Raplace 
with 4835. 
327-~---~-~——-- See 27. 
327A---~----- —~ N16-T-63270---- D 


Transaltting UHF triode. 
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327B---~-----.-. 


F329A------~- _ 
F328B-------~-- 


FWESZOA 

¥E330B-—-.--~.. 
WE330C----—_.... 
5, a 
330A---------—— 


330C-~-~-~----- 
330C-~--------~ 
A331- — 


WES31A--------- 


F343R-—-----—-- 
WE343A--—---——- 
343A----------- 


3434A---------- 


345------—----~ 
345A--------- — 
ATR346--—------ 
F346A-------~-- 


WE346B----..-_. 
346A---------. os 
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N1L6-T-63275~—- 


N16-T-63290---- 
N16-T-63290---~ 


N16-T-63328--—- 


N16-T-63330---~ 


N16-T-63360---- 


N16-T-63370---- 


N1L6-T-63330---- 


N1$-T-63390---- 


N16-T-63420---~ 


N16-T-63430--~- 


W16-T-63450--~- 
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327B----------— 


228A---—---~.--- 


805---------~..-- 
805---------- —_ 


F332A----------- 


35------------- 


F336A------- --- 


3-100H3/327B~------ aos 


-w-- WES46A-- 


Original 327A without plate fins, use 
327A. 

See 228A. 

Transaitting tritote amplifier modulator. 
See 56386. 

Receiving pentode amplifier. 

Receiving pentode amplifier. 

See 329A. 

Receiving pentode azplifier. 
Amperex-Taerapy. 

See 330A. 

See 330B. 

See 330C. 

See 30. 

Cathode ray. 

Cathode ray. 

Cathode ray. 

See 805. 

Asperex-Therapy (obsolete-siafilar 
CV-11)}. 

See 805. 

See 805. 


Transnitting trioie-Water cooled. 

Supersedei by F342A. 

See 332A. 

See 32. 

Transitting pentole (stilar to 332A 
and 803). 3 

Amperex therapy trloje (obsolete). 

See 333A. 

See 33. 

Cold cathode gas triole ractifler relay 
regulator. 

See 34. 

See 35. 

Transzitting triole-Water cooled. 

Sea 336A. 

Recalving pentode amplifiar. 

Transnitting diode rectifier-Water | 
cooled, 

Receiving pentode amplifier. 

See 37. 

Receiving pentode amplifier. 

See 338A. 

See 38. 

Grid controlled gas rectifier. 

See 3394. 

Transaitting pantoie anplifier. 

See 340A. 

Transaitting triote anplifier oscillator 

See 341AA. 

Nearest equivalent 891R. 

See 342A. 

Transuitting triode anplifier oscillator 

See 342A, 

Transnitting trioje amoliffler oscil- 
lator-#ater cooled, 

See 242B. 

See 242C. 

Transultting triode amplifier oscillator 
See 343A. 

Transaltting triode amplifier ogscilla- 
tor-Water cooled. 

Transmitting trioia auplifier oscilla- 
tor-Forcad atr cooled. 

See 5792. 

See 3454. 

See 45. 

Receiving duodiode rectifier. 

See 5793. 

See 846. 


See 346A. 
See 3468. 
Superseded by 3468. 
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Sencuieeose N16-T-63490---- 


349A----------- ---- wasdaaseestcsa ses 
N16-T-63490---- J). SA49A----------- W£349A--------------- 


N16-T-63500--— a 350A----------- WE350A, RK49, T21---- 


N16-T-63505---- 350B----------- #£350B--------------- 


N1L6-T-63519---- 


N16-T-63520---- 


F353----------- 
F353A------—---- 8728 
WES53A--------— 


353A-------- —-- N16-T-63530---- 


HE354A------ = 
HK354B-----—-—— 
HR354C-----—. = 
HEK354D--------- 


NL6-T-63540--— 
N16-T-63542---- 


N16-T-63550---- F 355A 


3568 
356A--------- u- WE356A------------—-- 


N16-T-63560--—- 


N16-T-63565---- 356B----------- D1S9781, SE3S6B------ 


N16-T-63570---- 


N16-T-63530---- 


NI6-T-63590---- Fs: 359A---~-------- 4E359A--------------- 


#E360A------~--- 


3Q0A----------- N16-T-63600---- 
WE36LA-----~~ — 


361A----------- N16-T-63610---- 


362A---—--—- _ 
TE363A----~---- 
363A--------— 
WE364A--------- 
3644----—------ N16-T-63640---- 
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Cold cathode gas triode rectifier relay 
regulator. 
See 347A. 
Receiving triode amplifler. 
Transnittiag triode modulator. 
See 348A. 
See 48. 
Receiving pentode amplifier. 77 sith 
octal base. 
See 349A. 
Receiving pentode amplifier. Equivalent 
to 6F6G. 
Does not exist. 
Transmitting tetrode amplifier (Collins) 
See 4C35. 
See RK49. 
See 350B. 
See SOLA. 
See 50. 
Transnitting tetrode amplifier oscklla- 
tor aodulator. 
Transnitting tetrode amplifier (stuklar 
to 350A except in basing}. 
See 351A. 
Receiving duodiode vacuus rectifier. 
See 352A. 
Receiving duodiode triode amplifier; see 
292A. 
See 872A. 
See 872A. 
Cold cathode gas triode rectifier relay 
regulator. 
Cathode ray. 
Transsitting triode (Wu of 14). 
Transzitting triode (Wu of 9.5}. 
Transaitting tricde. 
Transaitting triode. 
Transeitting triode (Wu of 22). 
Tranouitting triode (very sizilar to 
250th}. 
Transaitting triode (Wu of 50). 
fater-cooled transnitting triode. 
Grid coatrolled gas rectifier. 
Transnitting triade. 
Grid controlled gas rectifier. 
See 355A. 
Grid controlled gas rectifier. 
See 356A. 
See 356B. 
Transaitting triode anplifier oscillator 
(50f)}-(replace with 356B). 
Transaitting triode amplifier oscillator 
(608). 
See 8578. 
See 357A. 
Transaitting triode anplifier. 
See 858 (F358A never made). 
See 358A. 
Cold cathode gas diode. 
See 8024. 
See 359A. 
Cold cathode gas triode rectifier ralay 
regulator. 
See 360A. 
Low drain triode. 
Receiving pentode. 
See 33L1LLA-Replace with 3SL11A (sinilar 
to #£242B, WE242C. and 211). 
See 362A. 
Receiving peatode asplifier. 
See 863. 
See 363A. 
Transzitting pentode aaplifler aodulator 
See 364A. 
Transmitting triode aaplifier oscillator 
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F366A--~------- NU366A/366, 866A, See 866A/866, 
UEQ66A, 381664, 
L866A/866 


Spectal purpose pentode amplifier. 

Transtitting diode rectifier (type 315A 
characteristics). 

See 367A, 

Transattting tetrode amplifier. Siuatlar 
to WE350, but suited to higher freq- 
uencies. 

See 368A. 

See 368AS/703A, 

See 368. 

NI6-T-63630---~ Transvitting UNF triowe oscillator (stin- 

ilar to 703A and 368AS). 
Transnitting UHF triode amplifier con- 
verter (sivilar to 703A). 
Transaitting UHF triode aoplifler con- 
verter, 
Superseded by F369B. 
See 8698. 
Superseded by F369B. 
See 370A. 
--- WE370A Transaitting triode amplifier. 
=~ L7LA, 171---- See 71a. 
See 371B. 
See 371A. 
See 3718. 

N16-T-63710--— Fr UX271, @E357LA, 221A-- Replaced by 371B. 

N16-T-63715---- Ff 221B, WE371B, EE371B Transaitting diode vacuus rectifie.. 

See 3724. 

Cold cathode gas triode rectifier relay 
regulator. 

See 373A. 

Receiving pentode amplifier. 

See 374A. 

WES74A Receiving pentode amplifier. 

UEQ75A, GL512-------- See 5754. Sinilar to 673. 

Small transnittiag spacial purpose. 

See 575A. 

See 276A. 

See 276A. 

See 705A. 

Diode rectifier; see 705A. 

See 3794. 

Transaitting trioda oscillator modulator 
amplifier. 

Receiving cold cathode corona discharge 
voltage regulator-ainiature (ainilar to 
BSLO1). 

See 390A. 

Receiving diode rectifier (unbased). 

See 381A, 

WE330A with base. 

See 392A. 

Recaiving UHF triode amplifier (untased) 
See 383A. 

WE382A with base. 

Receiving UHF pentode anplifier (un- 
based). 

Transwitting triode anplifier. 

See 385A. 

WE3S34A with base. 

See 386A, 

High voltage rectifier (medical and aur- 
gical). 

Receiving URF pentode anplifier (un- 
based). 

See 387A. 

WE3864 with basa (dot Western Electric). 
See 385A. 

Transaitting UBF triode oscillator. 

See 389AA. 

Large transaltting oetal anode. 

See 393A. 

See 393A, 


N16-T-63691---- 


N16-T-63720---- WES7 2A =< 250 se 


N16-T-639800 ---- : BESSIA 
N16-T-63340---- WE384A, HQ201 


N16-T-63850--~- 


N16-T-63860---- 


N16-T-63870---- 


N16-T-63890--~~ 
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393A----------- NL6-T-63930---- 


394A----------- N16-T-83940---- 


395A----------~ NL6-T-63950---- 


L4008---------- N16-T-64000---- 


400A----------- N16-T-64905---- 
NL6-T-51744---- 


N16-T-64010---- 


402A--------- eae 
403------- —--- 
403A------ —-- 
4038----------~ W16-T-64013--— 


N16-T-64015---- 


¥L406-------—--— 
40GA----- 2-0 


A4073F--------- 


AQ8A----- 


410----- 
410-1L-------- - 
AlOR-—--------—- N16-T-64020---- 


GLALL-------—-- 


Sperry 411---— 
WL4ll--------— 


Ql2A----------- 


WLAl3-—-----—- — 
4138---------— 
GLAL4------"- — N16-T-64140---- 
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GL415---------- N16-T-64150---- 


BQ3A------ nnn 

393A---------7- WE393A, GL393A, 
CESDSAy NL-393 

5745 & STAT -=--- nnn 

394A---- nnn nnn eee 

3QSA-----nnenne meena 

395A----------- TE3QEA, 727A, 359A--- 


5590-------- _-- §590/401A----------"> 
FG402—-------- "7" benceneeneeeenene 


¥L409-—- 
bAS6-—--------- 6AS6/4098-----=--" “= 


QE3L---———----_---- 


BUA -n—nmennn nn 
OKS-n-n-- nnn 
(ike See 


WLAL3- 

GUannannene nea! aes setae 
ChAlaqwnana-nne ane seemee tn 
WAl4--—------ WI3197----------7-77- 
MESte—nn nnn 
ry aes 


5550----------- #1691/688, GL5550/GL- 
415 
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See 393A. 

See 393A. 

Grid controlled gas rectifier. Sintlar 
to 3C23. 

See 5745 & 5747. 

See 394A. 

Grid controlled gas rectifier. 

See 395A. 

Cola cathode gas trioie rectifier relay 
regulator. 

See 2C5l. 

See 2K56. 

See 299A. 

See 299A. 

See 399A. 

Grid controlled gas rectifier. 

Diode rectifier. 

Ballast tube. 

Standard diode. 

Crystal rectifier. 

See IN44. 

See 1N45. 

See 1N46. - 

See 1P29. 

See 1P29. 

Receiving triode detector asplifier {ob- 
solete}. 

See 5590. 

Gas diote rectifier (ignitron, super- 
seded by GL415). 

Seall special purpose. 

Receiving power amplifier triode. 

Velocity variatioa oscillator. 

Receiving power asplifier triode. 

See 6AK5. 

See 5591. 

Transaitting and therapy type HF triode. 

Transaitting vaccaus diode rectifier. 

Receiving ainiaturs peatode. 

Yaceae photetube. 

Transsitting triode asplifier. 

Cold cathode tricde. 

Transaitting triode aupliftier. 

Velocity variation oscillator (similar 
to 2K54). 

See 6ACTE. 

Transaitting tetrode aaplifier. 
Receiving ainiature twin triode. 

See 1AD4. 

Transaitting amplifier. 

Receiving pentode. 

See 1AES. 

Transsitting triode amplifier. 

See 6AS6. 

Transaittiog triode anplifier. 

See 10Y. 

See 3K21. 

Velocity variation USF oscibiator, a2- 
plifier prototype, of 3K30. 

Diode vacuas eectifier. 

See 2K51. 

Transaitticg triode aeplifier. 

See 2K31. 

Relay tabe, cold cathode. 
Treasaitting triode aaplifier. 

See 252. 

Full wave high vacuua rectifier-nin- 
iatare 9 pin. 

Transaittiog tetrode aapiifier. 

Cold cathede diode. 

Grid controlled gas rectifier. 

Grid contrelled ges rectifier. 

See 4K34. ° 

Receiving peatode ainlature (siailar to 
bAJS). 
See 5550. 
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WL415--------.. Transnitting tetrode azplifier. 
415A-----~----.. Siailar to 6AS6. 
416 =ss22 22 See 2K36, 
416A----------- Nl6-T-64160-~~- Transzitting UNF triode. 
WE4L7A----- etre See 1547, 
WL417--~----. — See 417, 
WLAI7A----...- See 417A, 
@l7osscscccat Superseded by 417A. 
417A-----~-- -~ N16-T-64170---— Velocity variation UHF oscillator, 
SITASSoss-5c505 9 pin alolature grounded grid triode. 
RITB=26<cs05c5~ N16-T-64171---~ Low grid emission version of 417A; see 
2K4l. 
Triode vacuum control tuba. 
See 418A. 
Transzuitting triode azplifler. 
See 2K38. 


Power tetrode. 

Transnitting trioie amplifier (obsolete, 
superseded by 891). 

Industrial metal rectifier, 

Klystron (iuproved 2K45). 

See 2K39. 

Transaitting triode UHF oscillator. 

Twin triode, receiving. 

See 5K40, 

Transmitting pentode vacuua control tube 

Velocity variation UdF oscillator. 

Transnitting pentode. 

Used in power supply units-television 


N16-T-64210~-~- 


relay. 
See 2K21. 
See 2J21. 
422A----------~ ----~--~..-------- +e Used in power supply units-television 
relay. 
N16-T-64230--~- ZP423---+------ ----~--..------ 2-1 Transnitting UHF triode oscillator amp- 
lifier. 
N16-T-64240--~~ 4X150A--------- ~------..-- eel Transzitting tetrode. 
WL424------~---~ ~----- +2 Transaltting diode gas rectifier (super- 
seded by 8693). 
4X150A--------~ --------~-------- 2. See 4KL50A. 
24A-~---------~ -------------- 2 See 24A. 
GL427--~------- N16-T~64270---- GL427---------- ----~--.~---------- Diode gaz rectifier (ignitron). Supar- 
seied by 5779. 
WL427---~----.. WL427---------- ---- + Superseded by WL612. 
429B-----.-.-. See 182B/492B. 
428T--------~-~ See 3824, 
GL429---------- Grid controlled gas rectifier. 
429T~---.-----. See 3B24. 
¥WL432-----.---- Transaitting diode vacuum rectifier (ob- 
solete). 
2P432---~-----. Transaltting UAF oscillator. 
#L433----~---.. Transtitting diode vacuun rectifier (ob- 
solete). 
2P433-~-------. Transaitting UNF triode. 
GL434---.---.-. N1L6-T-64340---- 434A----~----2. 434, ZP434--------.-- Obsolete, superseded by GL434A, 
GL4 34A-~-----~- NL6-T-64345---- 434A----------- 431/434A--- ---------- Transaltting UNF triode. 
X434-----2-2.28 . UHF ceasurezent diode. 
2P434-----.-... See 434A, 
Saami va aa See 434A, 
See 434A. 


NI6-T-64355~--. Transaitting UHF triode. 


Transaitting UHF triode (obsolete). 

See ZP436. 

Transattting diode gas rectifier (ob30~ 
lete). 

Trangaltting UF triode. 

Trtode amplifier. 

See 40. 


-~ CE61LA/B, 59DV2 Vacuum phototube (blue sensitiva). 
weet oset ss 441, K-0---+--------- See 2532. 


N16-T-64410---~ 
WL441-------._. 


441--~-----_ 


eewennnreee 2 See 2J32. 
etesewnne -2- 2-8 2 Grid controlled gas rectifler. 
----~--- D2RNI, 02, 442------~ See 2J21. 
442-----.... pon See 2J21, 
WL443~-.--. See 706AY. 
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Soceeeeee Superseded by SLO61L2. 


See 4468. 
446------------ NL6-T-64459---- 446------------ REL34, GL446, ZP620, Obsolete, superseded by 446A and 446B. 
A2L79A 
4404----------- N16-T-64460---- 4 446A----~----- -- GL446A--------------- Transnitting and receiving UNF triode 
amplifler {replace with 2C40). 
4408--~--~----- NL6-T-64465---- D 4468--~--------- GL446B 


wenn nee ene Transnitting and receiving UY triode 
amplifier oscillator (replace with 
2C40). 

See 2827. 

See 47. 

Transtitting UNF triode anplifter osctl- 
lator (obsolete, superseded by GL522, 


now the 3C22). 
E450TH--------- See 450TH. 
FaSOTH--------- See 450TH. 
WL450---------- Sea 450TH. 
450~------~------ See 50. 
450T---------~- NL6-T-644935---- J Transaltting triode asplifier. 
450TH---------- N16-T-64500---- | ¥L450, E@5O0TAH, F450TH Transaitting triode amplifier (nearest 
3-450A4/450TH equivalent HK854H). 
4S0TL-------- — NI6-T-64505---- J  4S50TL---~~----- 3-450A2/450TL-------- 


Transaltting triole ampliffer (nearest 
equivalent HK854L). 

See 8020. 

See 8020. 

See 8020. 

Transtitting triode anplifier (super- 
seded by 892). 

See 5BP4. 

Transzitting triode. 

Transnitting triode asplifier. 

Transzitting trioda anplifier (high Wu); 
see 250TH. 

Transnitting triode amplifier (low Wu); 
See 250TL. 

Replace with 8308. 

See 9LP7. 

Therapy type triode (obsolete). 

See 9LP7. 

Diode vacuum rectifler. 

See 56. 

See HF200-(Sizilar to FP252A, HF200, 
NU200). 

High vacuum half-wave rectifier 
transaitting. 

Therapy type HF triode (sintlar to C3c0, 
HF300). 

See 2C44. 

See 2043. 

Type WL460, except MU is 60. 

See 2C43. 

See 2043. 

Obsolete, superseded by 464A. (See 
GL570). 


N1L6-T-64540---- 


NlL6-T-64300--~— 


464A----------- N16-T-64840---- F See 2C43, 

$66A-~--~-----20 UHF Special purpose. 

4668----------- See 466A. 

WL468---------- N16-T-64690---- Therapy type HF triode oscillator. 

ZP469---------- See 7BPT7. 

¥L469---------- Therapy type HF trioie (supersedes 
WL211). 

ZP469---------- Transaitting UHF triode (obsolete). 

ZP470-------- as See 316A. 

CLA7 1 -=<---056 Superseded by 471A (1B21A). 

GLA71A----~---- Gas seitching tube (TR); see 471A. 

#L471-------~-- See 8003. 

2G4&71A----~---- See 471A. 

47) ------------ Superseded by 471LA(1821A). 

4TLA----------- N16-T-64710---- & 


Gas switching tube (TR)-Obsolete, no 
replacement needed. Break glass and 
leave air gap. 


¥1L472-------—--- --------------------- Therapy type triode oscillator. 
WL473---------- ¥X3225 Small aetal anode transaittiog. 
--- 1812P7, ZP475. See 5FP7T. 


See 5FP7. 
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ZP480-~------~-- 
480-~----~----. 


482----~--.--.. 
482A----~---.. 


482B-~~------._ 
GL493---—---__ 
483---~------— 


GL494-------- — 


GL4g5--------.. 
2P485--------. 


495--~--------- 


GL486-----—-—- 
ZP496—------. 2 
496---~-------— 
GL4a9------ ane 
WL499------.. a 
7P499--~-~----- 
488---------—- 
7G489------.- _ 


GL500----—----- 
CKS50L--~~----.- 
CKS50LAx----—_. 
CKSOLLE---—---- 
CKSOLX-—---~-. oe 
$$501-----—---~ 
SO1A------—- = 
CKS502----~----- 
CK-S02A---~---- 
CKSO2AX-------- 
GL502~------- 
GLS502A-------~. 
Qms02----~----_ 


CK504AX~~----—— 
CKE504X--—---——- 


VU504—--.----~- 
CK505--~-~-- —_ 
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ZP484, GL494-- 
2P485, GL495--------- 


3J26-----~-~--- 27436, GL456- 
12GP7------~--- 
WL488-~----~--- 
12GPT--------~- 


GL489, ZP488-- 


August 1950 


Receiving dual electroneter-sutainiature 
See 477R. 


See 12DP8. 

Transaltting VHF tetroje 
fier-Forced air cooled. 
See 478R. 

Transnitting VHF tetrode 
fier-Forced air cooled. 

See 479R. 

Transuitting VHF tetrote 
fier-Forced air cooled. 

See 558P1. 

See 80. 

Diode gas switching tube 

See GL48L. 

See &l. 

See 82. 

Receiving power anplifier trioije (near- 
est equivalent 71A). 

See 192B/482B. 

See 483. 

Special 851, subsequently dropped in 
favor of 851. 

See 3524. 

See 3/24. 

See 3J24. 

See 3525. 

See 3J25. 

Receiving triode amplifier detector (ob- 
solete). 

See 3J26. 

See 3526. 

See 3/26. 

See 12GP7. 

Triode vacuua control tube. 

See 12GP7. 

See 12GP7. 

Grid controlled gaa rectifier (obsolete) 

Receiving dual electrozeter-subainiature 

Transsitting triode-(509 character- 
istics). 

Phototube. 

Receiving pentode voltage amplifier. 


power ampli- 


power ampli- 


power anpli- 


(obsolete). 


N1L6-T-64990--~~ Hearing aid type pentode. 
N16-T-65000- ~~~ Resistance coupled pentode aaplifier. 
Hearing ald pentode (with tinned Leads). 
N1L6-T-65010---- D U-shaped argon filled control tube. 
OlA--~-----~--- --------------------- See OLA, 
Hearing ald type pentode amplifier sith 
base (discontinued). 
N16-T-65014--~- Subaintature pentode. 
N1L6-T-65016---- See 2£35. 
Grid controlled gas rectifier. (See 
GL502A.) 
N16-T-65020---- Grid controlled gas rectifier (aetal 
version of 2050). 
See 5757. : 
Gas filled discharge tube. 
See GL502. 
See GL502A. 
See 2£35. 
See 2£36, 
Hearing aid type pentode amplifier with 
dbase (discontinued). 
§16-T-65030-~-- CRSO3AX~-~-~-~-—— ----~--- ++ Reariag aid type pentode asplifier. 
CK503K--------- --~---------------.-- Hearing aid type pentoie (with tinned 
leads) (discontinued). 
N16-T-65039---. VR-503--------- ------ 2 eee British tube. 
Hearing aid type pentode aaplifier (dis- 
continued). : 
Hearing ald type pentode aaplifier. 
- Hearing ald type pentode amplifter (dis- 
continued). 
N16-T-65045---- VU504----~----- 106/150, V1901------- Transzitting diode rectifier (British). 
CK505-~-------- ----.--.------------- Hearing ald type pentode acplifier (dis- 
continued). 
Fier e~TFRACALIIS CLlLIBRIW AAFPISCR 7 __2t t... 488°. .°*. Pueric+ at 11°F eutaw 
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CK505AK-------- N16-T-65050---- CKSOSAX 
CK505K--------- CK505X--------- --------------------- 
DRH505--------~ 
GLS05---------- 
505------------ 
CKSOGAK-------- N16-T-65051---- 
GL506---------- 
506------------ 
CK507AX-------- H16-T-65952---- 
RH507---------- N16-T-65070---- 
VISO7~----~----- N16-T-65071---- 
N16-T-65072---- CKSOVAK 
@89------------ 
P50) ----------- 
CKSIOAK-------- NL6-T-65100---- 


GLS10----- _ 

CK-SLIX-------- N16-T-65110---- 

CK5L2AX-------- NL6-T-65112---- 

GLS12---------- 

GN.S12A-----~--- 

512------------ 575A----------- 575,US975A, F375A, 
GL512, 8LS75A 

CE-5158X------- N16-T-65147---- CK-SISBX------- --------------------- 

GLS15-------- — N16-T-65150---- 


Z2P516, GL516,936, 


- GLS64, C7063 
FG17----------- —-------------------- 
ey ne 
FG17----------- DE0517,0G0517, 4260, 


ZP517---------- §CP1----------- ---------------------- 
CRSL8AXK-------- N16-T-65180--~-- CESL8AX--—----- ---------------------- 
2P518-------- — 5CP4----------- --------------------- 
CKS20AXK---~---- CKS20AK-------- -----—--- 2-2 - 
GL520B--~------ §20B----------- --------------------- 
520B--------- - 520B----------- GLS208--------------- 
CK521CX------ _ CKS21CX 

DRJ521-~------~ DRJ521--------- -------------- 
CK522AX----~--- N1L6-T-65220---- CKS22AXK---—--- ---------- 9-9 -- += 
GL522---------- 

ZP522---------- 

522 ------------ 

CR5235AX---—---- N16-T-65224---- 

¥L5238--------~ 

CK524AX-~---- —— N16-T-65234---- 


N16-T-65240---- 
N16-T-65250---- 


CK526AR---—~-~ N16-T-65260---- 
RUSdb seeeels 


N16-T-65270---- B 


527A—------ -- 
CRS528AX------- 


OFFICIAL USE ONLY 


ELECTRONIC SUPPLY OFFICE, Great Lakes, Illinois 


= fo SECTION 


16-820 
ELECTRON 
TUBES 


First Edition 


CLASS DESCRIPTION 


Hearing ald type pentoie amplifler. 

Hearing ald tyse pantode arcplifler (dis- 
continued). 

See 505. 

See 3J35. 

See 2545, 2046, 2547. 

Hearing aid type pentode anplifier. 

Dicde gas rectifier (tgnitron). 

Diode gas rectifier (ignitron). 

Hearing ali type pantoie anplifler. 

Triole voltage anplifier (electroneater 
tube). 

Spark gap tube for SCR-583. 

Transaitting triode. 

Hearing aid type triode azplifier. 
Superseded by 839; see 889. 

Superseded by 889R; see 8S9R. 

Gaseous glow tube. 

Hearing ald type twin tetrode anplifier. 
Superseded by 857B; see 857B. 
Subainfature receiving tube. 

Receiving subsuiniature power pentode. 
See 575A. 

See 575A. 

Tranguitting gas rectifier (obsolete; 
see 575A). 

Subainiature receiving tube. 

Grid controlled gas recstiffer nodulator 
(obsolete, superseded by 4C35). 

See 1P24. 

See 12DP7. 

See 936. 

See 1P24. 

See 1P24. 


See 
See 
See 


FGI7. 
FG17. 
FG17. 


See 5CP1. 

Recelving asubniniature hearing aid out- 
put pentode. 

See 5CP4. 

Receiving subsintature power aaplifier 
pentode. 

See 520B. 

Transmitting RF power amplifier oscil- 
lator (obsolete). 

Receiving subainiature output pentode. 

Receiving interstage auplifier (obso- 
lete)}. 

Receiving subaintature hearing aid out- 
put pentode. 

See 3C22. 

See 3C22. 

See 3C22. 

Receiving subsiniature hearing ald out- 
put pentode. 


Receiving subainiature hearing aid out- 
put pentode. 

Non-alcrophonic auplifier (obsolete). 

RecelLving subnintature hearing ald out- 
put pentode. 

See 304TL. 

See 304TL. 

Receiving subainiature hearing ald out- 
put pentode. 

Triode vacuua control tube. 

See 30Pl. 

Receiving subeiniature hearing aid power 
aaplifier peatode. 

See 6C2l. 

Transzittiog UHF triode oscillator. 
Transmitting UHF triode oscillator. 

Recalving subziniature hearing aid pea- 

tode. 
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N16-T-65300---. 
N16-T-65305--.. 


N16-T-65310---- 


N16-T-65320---- 


N16-T-65340---- 


N16-T-65410---- 


N16-T-65460---- 


N16-T-65510---- 


N16-T-65530--~- 


N16-T-65560---~ 


PAGE 82 


GASA, 26532, 4L532, 
GL532,GA4,GA5 
WL532ay GL532A, GA5-- 


VT31(Be.) ,¥L536, 
CVLO31 
$37---~-------~ ~------..-------- 2 


537------------ VTL14 (lir.), ¥L537-—-- 
VT90(Br.)/801L- ----~--..---------_-. 
VT90(Br.)/8011- 710A, 801L, #L533---- 


DRJ559—~------ ~-----...------------- 
559------------ ~--+------------ 22+ _ 
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Low filanent current anpliffer (ob3o-- 
lete). 

Recelving subnintature hearing aid pen- 
tode. 

See 4C35. 

See 4C35, 


See 530. 

See 1B30. 

Tranaaltting triode aaplifler-Water 
cooled. 

Transmitting. 

Diode gap. 

See 531. 

See GL53. 

Transzitting dlode vacuum rectifier. 
See 532, 

See 1532/532a. 

See 532. 

See 1B32/532a. 

See 532. 

Diode gas switching tute (replace with 
1B32/532A}. 

See 1B32/532A, 

UHF triode, siailar to VT98 (Br.). 
Receiving sutainiature pentode. 

See 24154. 

Transaitting UBF triode; see VIL27A. 
See 534A. 

See VTL27A. 

Transaitting UHF triode. 

See 304TH. 

See 304TH. 

See 536. 

Transaitting tetrode. 


See 537. 

Transnitting HF tetrode. 
See VT90(Br.)/8011. 

See VT90(Br.)/8011. 

See 539. 

See 539A. 

Diode gas switching tube. 
Diode gas switching tube. 
See 3FP7. 


Diode gas switching tube. 

See 3HP7. 

Triode vacuum control tube (obsolate). 

Miniature type gas thyratron. 

Non-aicrophonic triode anplifter. 

See 3C45. 

See 12FP7. 

See 9GP7. 

Triode vacuum control tube. 

Receiving (miniature Raytheon). 

Triode vacuum control tube (obsolete). 

Triode vacuum control tube (obsolete). 

See 35. 

See 2E41, 

See 2£42, 

See 358/518. 

Receiving (miniature Raytheon). 

See 1P23. 

Triode vacuum control tube. 

See 2831. 

See 2E32. 

Oscillator and current amplifier (obso- 
lete}. 

See 2G2l. 

See 2622, 

See 5676. 

See 4AP10. 

(Odsolate). 

Low grid current asplifier (obsolete). 

See 559. 
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on 2-2 ---2e-- N16-T-65590---= 


GLS62---------- 
562---------- -- 


RJ563---~------ RJ563-------- “+ ----- we------ —------ 
GLS64------—--- 1P24----------- 936, ©7063, ZP5L6—-- 
23566---------- 

CKS68AX-------- N16-T-65630--~- 

CK-S69AK------- NL6-T-65640---- 

CKS69CK-------- 5678----------- << 
20569-------- ae 5(22----------- GKSO, H1O00, R6243--~ 
CKS70AX-------- N1L6-T-65700---- CKSTOAK-------- ----222rrn 
¢L570---------- 


CK-571A-------- N1L6-T-65708---- 
CKST1AR-------- N16-T-65710---- 
RJST1----~- — 
¥L571-—--- en 


(L572---------~ 
DRJST72-----—---- 


$75A----------— NL6-T-65750---- 


¥L577-------—-- N16-T-65770--— 
2P577-----~---- 57 ]-------2 nnn - nen 


577------------_ GL577 


11579---—------ 
#15798--------- N16-T-65790---- 


519--------- — 
579B----------- 
DROSS0------- -- 


ROSQ5--——------ N16-T-65850---- 
585-----------~ 


RO586--------=~ 


586--------—--- 
ROS87---—----——- 


GL594---------- ; 
1P594-------- -— NL6-T-65940---- 
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Transnitting and receiving UNF diode de- 
tactor (similar to 2B22). 

Current amplifier (odsolate). 

See 562. 

Transaitting vacuua cectifler-Water 
cooled. 

Triode vacuums control tube. 

See 1P24. 

Phototube. 

See 5677. 

Subminiature receiving pentode. 

See 5678. 

Grid controlled gas rectifier sodulator; 
see 5C22. 

Subziniature alectroseter tube. 

See 2044 (GL570 was the anplifier ver- 
sion of 464). 

See 2C44. 

Receiving subnioiature. 

Receiving subziniature electrozeter pen- 
tode. 

Tetrode voltage amplifier. 

See RJ57L. 

See 2039. 

Low grid current anpliftier (obsolete). 
See 2039. 

See 2C39. 

See 2039. 

Receiving subainiature triode oscillator 
See PJ2. 

See 575A. 

See 575A. 

See 575A. 

Deforest. (See 375A, 575A.) 
Transzitting diode gas rectifier. 


See 577. 

Voltage regulator. 

See 577. 

Receiving aulti-elesent UHF oscillator. 

See 8020. 

See 8020. 

See 5J29. 

See 5J29. 

See UL579B. 

Diode vacuus rectifier. 

See 5J29. 

See 5J29. 

See RELL. 

See ¥L5798. 

Receiving diode vacuus rectifier (obs- 
olete)}. 

Transaitting diode vacuum rectifter (ob- 
solete}. 

See SJ31. 

See SJ3l. 

See SJ3L. 

See 5J31. 

Diode vacuum rectifier. 

See K. 

Receiving duodiode vacuua rectifier (ob- 
solete}. 

See 50. 

Receiving duodiode vacuus rectifier (ob- 
solete). 

Transaitting diode vacuua rectifler. 
See 5J30. 

See $J30. 

See 5J30. 

See 5J30. 

Transsitting UHF triode. 

Triode power amplifier oscillator. 

See 2P594. 

Transaitting UHF oscillator-Nagastron. 
See ZP595. 

Transtittiog UuF oscillator-dagnetron. 

See 2P597. 


PAGE 83 


ELECTRON 
TUBES 


2P597 ---------- 
GL599----—-- ae 
ZP599---------- 
GL599--~------- 
2P599---------= 
CK600AX------- “ 


FOQ0N---~-----. 


— 


601-----------~ 


CK602~--------- 


¥606-------—-. — 


KU610---------- 
2G610-------—-- 


610---------~ es 
R612G-----~---- 
¥L612-------... 
ZP612--------~~ 
.613---------- 
¥WL614--------—- 
2P614-----~---- 


2P615---—--- —- 
613------------ 
¥1.616------ — 
ZP616---------- 
NL617---~- seces 
KU618------- —_ 
CK619---------- 


CK619CK-----~-- 
WL619------~-~~ 


2P620------—--- 
KU621-~-----—-- 
2G621-------—- 
NL623---—---- Ee 
¥L624-------~ a 
NL8$25-------—- 
2G625-------——- 
2G626------=- = 


DAMCcr RA 


OTHER NUMBER 
STOCK NUMBER 
GLS97---~-----------. 
GL598-- -------------- 
N16-T-65990---- GL599--------------_- 
N16-T-66005---- CK600AK-------- ------~..----.--2 


N1L6-T-66020----~ 


N16-T-66045---- 
N16-T-66055---- 


N1L6-T-66065---- 
N16-T-66085---- 


NL6-T-66145---- 


6J21----------- ------- psec 


WL613---------- -----------------.-- 


WL614---------~ ----~-.---.--------.- 


BPG Bona =~ <a awe eons ccestseacse 


N16-T-66150---~ E 


N16-T-66160---- 
5744----------- -------------—------ 
N16-T-66190---~ 5744----------- ------~ -------------- 
€L619---------- #x3260---------—----- 


N16-T-66270---~ 


N16-T-66280--~- 
N16-T-66290---- 
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CLASS DESCRIPTION 


Transaitting UHF oscillator-dagnetroa, 

See 27598, 

Transaitting UHP oscillator-Wagnetron. 

See 7P599. 

Transaitting UWF oscillator-Yagnetron. 

Recetving subuintature hearing aid tri- 
ode UHF oscillstor. 

See 6C22, 

See 6C22. 

See 6C22. 

Diode gas rectifier (siailar to EL-10). 

Transaittiog UHF oscillator. 

Neon lamp for Deforest television kit 
(obsolete). 

Receiving UHP pentode amplifier. 

Diode gas rectifier (siailar to CE200). 

See 2C4l. 

Phototube for Deforest television kit 
(obsolete). 

Recelving sediua au triode. 

Receiving subziniature pentode RF aapli- 
fier. 

Diode gas rectifier (siailar to 4324). 
See CWO. 

Receiving subniniature renote cut-off 
Pentode. 

Large transeittiog. 

Diode gas rectifier (absolete). 

Receiving subsiniature diode. 

Diode vacuua rectifier (similar to KC4). 

Receiving subainiature triode. 

Diode vacuus rectifier. 

Grid controlled gas rectifier. 

See 1B44, 

See 5811. 

See 64, 

See 6AN5, 

See 2X2A. 

Diode vacuum rectifier. 

Trangnitting UF oscillator-agnetron. 
See 6J21. 

Diode vacuum rectifter. 

Diode vacuum rectifier. 

Transaitting UHF oscillator. 

See ZP615. 

See 615. 

Diode gas rectifier. 

See 615. 

Vacuum control tube. 

Transsitting UHF oscillator-Magnetron, 
Transnitting and receiving UHF triode 
anvplifier oscillator (similar to 
British VR135). 

See KC4. 

Transnitting UHF oscillator-Yagnetron. 
Diode gas ractifier. 

Grid controlled gas rectifier (cold 
catbode). 

See 5744, 

See 5744. 

Transzitting-Air cooled. 

See 2040, 

Grid controlled gas rectifier. 

See 1352. 

Diode gas rectifier (siailar to RX120A). 
Grid controlled gas rectifier. 

Diode gas rectifier. 

See 1855. 

See 1B35. 

Grid controlled gag rectifier. (Stailar 
to CE309.) 

Diode gas ractifier. 

See 1B36. 

See KU627. 

Grid coatrolled gas rectifier. 

Grid controlled gas rectifier. (Stallar 
te GL885). 
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wenn nnn nn ee anne ee nee enn ener See 1837. 
pseeteseasee: See ¥L629. 
Siem ee Tetrode (obsolete) replace with 2050. 
See ¥L630. 
Jcosccecee See FG57. 
Jalesceescse See 805. 
Cold cathode neoa discharge tube. 
See 632. 
See 632A. 
Obsolete, superseded by 632A. 


FC95 
632A----------- N16-T-66320—-- 632A--—-------- WL632A--------------- Grid controlled gas rectifier. 
KU634---------- £U634---------- --------- ne nnn Grid controlled gas rectifier (absolete) 
KU636---------- NL6-T-66360---- KU636---------- ee Grid controlled gas rectifier. 
{U637-----—--- RUG 37 ------222- - 22 --nen ren nner Cold cathode diode gas rectifier 

(obsolete). 

£1642---------- N16-T-66420---- KX%642---------- WL642---------~------- Triode voltage arrester (protector tube) 
WL642---------- KX642------+--- -- tht teteiaieiatatal See KX642. 
HK645---------- HE645-------2-- 2+ ene ner errr nnn Transzitting triode amplifier. 
20545------~--——- 1B39----------- ------ nnn nner See 1838. 
2P646------—--- 5 J32----------- ---- nnn nnn nnn See 5J32. 
2647----------- 1647 —--- 2 - nnn on nnn Transaitting, UHF oscillator (tagnetroa) 
648P1 ---------- NL6-T-66430---- . Cold cathode neon discharge tute. 
NL649---------- 


Half wave mercury rectifier. 


2P650---~------ See 2523. 
8C651----—---- -- TABT/1204—----- ------- 2 errr rrr See 7A87/1204. 
¥L651---~------ FG235A--------- WL.65L/656-------~---- Diode gas rectifier (ignitron). 
L651 /656--~---- §552----------- FG235A, 5552/FG235A-- See 5552. 
¥L652---------- 5§551----------- FG27L, WL652/657,5551, See 5552. 
5551/FG271 
¥L.652/657------ §551-------- == — ne nnn See 5551. 
652/637 ------~- NL6-T-66520---- 555L----------- W1652, 5551/FG271 See S551. 
NL653----------~ NLOS3-2-ne nner mer Rectifier, mercury vapor. 
9L653/659------ é 5593 -  nn nn nnn See 5553. 
¥L6533-—------- 5555----------- FG236B, 5555/FG238B-- See 5555. 
653B-~----+--—-- 9004----- nnn n a errr rrr re See 9004. 
BK654---------- N16-T-66540---- BR6S4------n an errr Transaitting triode. 
¥L654---~---- — 9L654/659------ ener rrr Diode gas rectifier (ignitron). 
4L654/659------ ¥1L654/659------ WL654 Diode gas rectifier (ignitron). 
WL655---------- N16-T-66550---- §593----------- FG253A,4L655/658, See 5553. 
5553/FG238A 
¥L655/658------ 5553----------- mem n nner et tenn rrr ee See 5553. 
6558-~---------- C¥l0----------- RELIO, 6048, 604A---- See C¥1O. 
1L656--—-------- H16-T-6650---- 5552-----—~-- u- 7G235A,5952/FG235A--- See 5552. 
"L657---—------ 555L----------- £G271,"L652/057,5551/ See 5551. 
*G271 
#L653---------- 5553----------- FG259A,9L653/653, See 5553. 
5553/FG233A 


eee FG2598--------------- Diode gas rectifier (ignitron). 
Diode vacuum rectifier. 
Vacuue rectifier. 


660-----------~ N1L6-T-65600---- 


F661 -—~----—---- Transaitting triode (siailar to 893). 
DKI662------- _ Diode gas rectifier {obsolate). 
Ki663---------- Duodiode gas rectifier. 
K1664~—~-------- 


Duodiode gas rectifier (obsolete). 
asoonme Diode gas rectifier (obsolete). 
KI666---------- Duodiode gas rectifier (obsolete). 
1666----------- NL6-T-66660-—-~ Capacitance loaded 5J30 for lower fre- 
queacy operation-Obsolete-Equipzent 
modified to use 5J32. 
Transaitting UHF oscillator. 
Duodiode gas rectifier (obsolete). 
Duodiode gas rectifier (obsolete). 
iaamomes See 4825. 
Grid controlled gas rectifier (obsolete) 
Sascwooosa, . Small transaitting. 
aeecceesase . Grid controlled rectifier, tetrode. 
See 1205. 
673~----------- N16 -T-66667---- Diode gas rectifier. 
wcceawscee Transaltting triode amplifier. 


§1L675---------- Transaitting triode amplifier (obsolete) 

21675----------- N1L6-T-66750---- Transaltting UHF oscillator-C® cagne- 
tron. Supersedes 5J29. 

Grid controlled gas rectifier. 

See 676. 


KU676----—------ N16-T-66760---- 
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N16-T-66765---- 
N16-T-66760---- 
N16-T-66770----— 

677-----—-~--.- 


WL678~--~—~~--- N16-T-66790---- 


N16-T-66790--.~ 


N16-T-66930-~-- 
W16-T-66990--—- 


WE7008-------~. 
WE700C-------.. 


N16-T-67000--~- 
NI6-T-67001---- 
700C-----.--~. —— N16-T-67002---- 


NL6-T-67003--~-- 


L6-T-67011---- 


NL6-T-67012---- 
N16-T-67012-5-- 


NL6-T-57013---~ 


N1L6-T-67014---~ 


N16-T-67015---- 


WETOOAY 
WE704BY. 


¥£706D-~------- 
WE706DY--—----- 


N16-T-67017--~- 
N16-T-67021---- 
N16-T-67021-10- 
N16-T-67022---- 


N26-T-67022-10- 
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GL4L5, WL696,5550/ 
GL415, #L631/686 

WL691,CL4L5, 
5550/GL415 


217283 
GL4L5, 91.691 /696,5550/ 


368AS/703A 
36SAS/TO3A 


WE705A,0159780,RK705A 
8021,3°°3A 


WET7OGAY, #1443 


WE700B--.--------~-----~ 
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See 5J32. 
See 5J33. 
Grid controlled gas rectifier. 


Grid controlled gas rectifier. 
See WL677. 

Grid controlled gas rectifier. 
See 5554. 

Water-cooled triode. 


Transvitting triode azpliffer (obsolets- 


Superseded by 835). 
Diode gas rectifier (ignitron). 


Diode gas ractiffer (ignitron). 


Diode gas rectifier (ignitron). 
See 2C49. 
See 5821, 
Diode gas rectifier ({gnitron). 


Receiving subniniature. 

See 1207. 

Gas switching tube (TR). 

See 700A. 

See 7008. 

See 700C. 

See 700D. 

Transnitting UdF oscillator-~Nagnetroa 
(replace with 4342}. 

Transaitting UHF oscillator-agneatroa 
(replace with 4/42}. 

Transaitting UHF oscillator-Magnatron 
(replace with 4/42). 

Transtltting UHF osclllator-Yagnetron 
{replace with 4/42). 

Magnetron; see 4J42. 

Lead sulphide phototube. 

See 701A. 

Transaitting UHF tetrode anplifier. 

Lead sulphide phototube. 

See 702A. 

Three electrode gas switching tube 
(obsolete). 

Imnproved 702A. 

See 368AS/703A. 

Transnitting UNF trioj2 amplifier con- 
verter osciltator (sinilar to 363A and 
368AS). 

See 704A. 

Receiving ainiature type UHF diode 
detector. 

Crystal diode sinilar to IN34. 

See 705A. 

See 705A. 

Transzitting diode vacuum rectifier. 


See SS50l. 

See 7G8. 

See 706A. 

See 7O6AY. 

See 7O6GY. 

See 706C. 

See 706CY, 

See 708D. 

See 7080. 

See 706£EY. 

See 706FY. 

Voltage regulator (obsolete). 

Transaitting UHF oscillator-Yagnetron 
(obsolete), 

Transzitting UNF oscillator-Yagnetron 
(replace with 2J61). 

Transaitting UHF oscillator-Magnetron 
(obsolete). 

Transaitting UAF oscillator-Yagnetroa 
(replace with 2J61). 

Transaltting UHF oscillator-Kagnetroa 
(obsolete). 
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N16-T-67024--—— 


706E----------- N16-T-67024 -10- TOGEY---------- --------------------- 
706EY--------~- N16-T-67025--—- DB -—- 706EY---------~ WET0SEY, #L443------- 
T06FY---------- N16-T-67026---- FF © 706F¥---------- WE706FY, WL443------- 
706GY---------- N16-T-67027---- F WE706BY, ¥L443------- 


N16-T-67031---- D WE707A------——-------- 
707B----------- N16-T-67032---- Fs 707B----------- QK26, WE707B--------- 
CK703---------- (E708---------- -—- ------------------ 
W£702A--------- 
708A----------- N16-T-67041---- DD 
WETOQA--------- 

T09A-~-~------- N16-T-67051---- DD 


NLT10---------- 


¥T9q0(Br.) /801L- 


aL710---—--—--- 


WL710A--------- VT90(Br.)/8011- 

WL7101--------- WL710Y--------~ ---------------- 
"L710Z--------- N16-T-67070---- 4L7102--------- -----------=---- 
TOA-------~--- VT90 (Br.)/8011L 

SETLIA--------- T1IA----—-----  ----------- 
#L711---------- WL7l---------- -"-------- 2 


T11A----------- 
WETI2A-------—~ 


N16-T-67103---- 


N1L6-T-671L13---~ F 


WE7L4A-~------- 
TETLAAT-------- 


N1L6-T-67123---- E 
wene- N16-T-67124---— E 


N16-T-67130---- 4 
N16-T-67131---- E 


¥£719A--------- 
¥£719AY-—--~-- 
¥£7188-~--— -- 
WETLOBY-------- 
WE718C--------- 
#£716C1-------- 


WE7 LSE-~------- 
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Transnitting UNF oscillator-Wagnetron 


(replace with 2J61L). 

Transnitting UHF oscillator-Nagnetron 
(obsolete). 

Transzitting UY? oscfillator-Yagnetron 
(replace with 2J61 or 2Ja2). 
Wagoetron. 

Transzitting UHF oscillator-Nagnetron 
(replace with 2J62). 

Transvitting UHF oscillator-Wagnetron 
(replace with 2J62). 

Transuitting UNF oscillator-Yagnetrona 
(replace with 2J62). 

Transaitting UHF oscillator-Wagnetron. 

Crystal diode similar to IN63. 

See 707A. 


See 707B. 

Velocity variation UNF oscillator-Obso- 
lete-Superseded by 7078. 

Velocity vartation Uf oscillator {usu- 
ally replaceable by 2K28). 

Crystal diode sizitar to IN38. 

See 708A. 

Receiving UYF triode amplifier converter 
(simllar to 1272Y). 

See 709A. 

Three-electrode gas switching tube. 
Grid controlled rectifier (similar to 
C3J). 

See VT90(Br.}/80ll. 

Ballast tube. 

See VT90(Br.}/8011. 

CGas-current regulator. 

Gas-currenot regulator. 

See VI90 (Br.)/80ll. 

See 7L1A. 

Current regulator (ballast). 

Current regulator (ballast). 
Oscillator (British). 

See 712A. 

Ballast tube. 

Ballast tube. 

Superseded by 707A. 

Ballast. 

See 713A. 

Receiving pentode amplifier {siailar to 
TL7A). 

See 2J22. 

Grid controlled rectifier (sinilar to 
FG17). 

See 714A. 

See 714AY. 

See 2322. 

Transaitting UHF oscillator-Yagnetron, 
Transmitting UHF oscillator-Wagnetron. 
See FCL7. 

See 715A. 

See 715B. 

See 715C. 

Neon glow lazp. 

Obsolete-Superseded by 715B and 715C. 
Transaitting pulse modulator tetrode- 
Superseded by 715C. 

Improved type 715B-Siailar to 5D2k. 
See 716A. 

Superseded by 722A. 

See 717A. 

Recelviag pentode amplifier oscillator. 

See 718A. 

See 718A. 

See 7188. 

See 718BY. 

See 718C. 

See 718CY. 

See 7180. 

See 718D¥. 

See 7T18E. 
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WE718EY ----. or 
T1BA------~~~-~ 


718B--------— 


7L8BY------.-... 


T180T--~------. 
T18E--------. — 


TIBET------.~-. — 
$0719---~------- 


TI9A------—--- 
WE720A-------.. 


WE720BY-------. 
WE720C--------. 
¥E720CY---—-.-_ 
WE7200Y 

VE720EY----~--— 
7208-------—_ 


WE723A 
W£7234/B8 


WE728AY 
WE7283Y-~- 
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N16-T-67150---- 


N16-T-67151---- 


N16-T-67152---- 


N16-T-67153---- 


N16-T-67154---- 


N16-T-67160--—- 


NI6-T-67200---- 


N16-T-67201---- 


N16-T-67202--~- 
N16-T-67203---- 
N16-T-67204---- 


N16-T-67210---- 
NL6-T-67211---- 


N1L6-T-67219---- 
N16-T-67220---- 


N16-T-67226---- 
N16-T-67230---- 


N16-T-67240---- 
N16-T-67241--~~ 


N16-T-67250---- 


N16-T-67260---- 
N16-T-67261---- 
nto: T-67262---- 


~ NI6- T-67270---- 
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See 7I8EY. 
Transzittiag UHF osclillator-Magnetron 
(obsolete), 
TIBAT-~----~--- WE718AY -------------. Transaitting UHF oscillator-Nagnetron. 
WE718A-.--------~-..-. Transultting UHF ascillator-Wagnetroa 
(obsolete), 

Transaitting UH? oscillator -Magnetron, 

Transaitting UAF oscillator-Magnetroa 
(obsolete). 

Transsitting UHF oscillator-Wagnetron. 

Transaitting UHF oscillator-Kagnetroa 
(obsolete), 

Transattting UHF oscillator-Wagnetrona, 

Transnittiog UHF oscillator-Wagnetron 
(obsolete). 

Transzitting UHF oscillator-dagnetron. 

See 1AB5, 

See 719A. 

Spectal purpose diode rectifier. 

See 720A. 

See 720AY. 

See 7208. 

See 720BY. 

See 720C. 

See 720CY. 

See 720D¥. 

See 720EY. 

Transaitting UNF oscillator- Wagnstron 
(odsolete). 

Transzitting UHF oscillator- Magnetron 
(replace with 4J45/720AY). 

Traosaitting UHF oscillator- -Magnetron 
(obsolete). 

Transaltting UNF oscillator-Yagnetron 
{replace with 4J46/720BY) . 

Transazitting UHF oscillator-Wagnetron 
{absolete). 

Transaitting USF oscillator- Wagnetroa 
(replace with 4547/720CY). 

Transaitting UHF oscillator- -Yagnetron. 

Traosnitting UNF oscillator- ~Wagnetron, 

See 721A. 

See 7218. 

Obsolete, superseded by 7218, 

Gas switching tube (TR). 

See 722A. 

Obsolete type. 

Grid controlled gas rectifler (siallar 
to 287A). 

See 723A. 

See 723A. 

Replaced by 2X25/7234/B. 

Velocity variation USF osctllator-Sie- 
ilar to REL3L (replace with 2K25). 

See 724A. 

“See 7248. 

724a---------. WE724A, 133L--------- Replaced by 7248, 
724B- WE724B Gas switching tube (TR). 

See 725A. 

Transaitting USF oacillator-Yagnetron 
(may be replaced with 2/53). 

See 726A. 

See 726B. 

See 726C. 

Velocity variation UHF oscillator. 

Velocity variation UKF oscillator. 

Velocity variation UHF oscillator. 

See 727A. 

Cola cathode gas triste rectifter ralay 
regular-(Obsolete) Replace with 395A; 
s{ailar to 359A, 

See 728AT. 

See 728BY. 

See 728CY. 

See 728DY. 

- See 728EY. 

See 728FT. 
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See 723G%. 
Phototube. 
Transzitting UHF oscillator-Lagnatron. 
Transtitting UH? oscillatcr-Wagnatron. 
728CY---------- WE728CY-----~--------- Transaitting UUF oscillator-Sagnetron. 
Transmitting UNF cscillator-Lagnetrona. 
Traoszitting ULF oscillator-Wagnatron, 
Transaitting UNF oscillator-Yagnetron. 
Transaitting UAF oscillator-Yagnatron. 
See 4J51. 
See 1823. 
Sea 1B23. 
See 7304. 
See ¥L650. 
Transtitting UIF oscillator-Lagnetron. 
See 6AK5. 
See 3324. 
WE732A, 429T, 1299XQ- See 3824. 
PJ22, CEL-Vi--------- See PJ22. 
735, CELD, PJ23------ Cas phototubde. 
ne See 868. 

ween nn een nena Gas phototube. 
Vacuum phototube. 
Gas phototube. 
See 923. 
Type LLNS with double screen (obsolete). 
Transaitting triode amplifier. 
Transaitting triode azplifier. 
See 756. 
Transnitting triode amplifier. 
Accelerozeter. 
Grid controlled gas rectif fer. 
Grid controlled gas rectifier. 
Pirani pressure indicating tube. 
Ultra-violet responsiva phototube. 
na -a-ua--------------- Vacuum control tube (obsolete). 
Receiving subziniature (obsolete). 
Vacuus phototube. 
Ultra-violet responsiva phototude. 
Ultra-violet responsive phototubs. 
See 1947. 
See 2C28. 
See 1946. 
See 2£29. 
See 2029. 
See 1949. 
See FG166. 
See 1948. 
Ballast tube. 
Ballast tube. 
Ballast tube. 
Ultra-violet responsive phototube. 
Grid controlled gas rectifier. 
See 1950. 


Electron aicroneter tube. 
ane N16-T-67796--~- See 5734. 


jon amen nese N16-T-67739---- ewe eenen es ener erent attr See 5734. 
aa cee ennenneen- See 800. 
ee ence nn en ne nen See 800. 
Transaitting triode aaplifier. 
ee pene nn nnn nn enna See SOLA. 


See 801A. 
HYSOLA/8O0l----- BOL Aw mmm nnn nner oe See 801A. 


MUSOLA/S901----- SOLA ww wn nnn ener So ewrresene See SO1A. 
801-----~------ N16-T-69009-80- - See GOLA. 
601 4----------~ NL6-T-G839010---- H ®801A-------~-- “- Transaitting triode amplifier. 


esieisecen NL6-T-67280---- 
728B81---------~ NL6-T-67281---- 
728CY---------- N16-T-67232---- 
72QDY---------- NL6-T-67283---- 
728£1---------- N16-T-67234---- 
128FY---------- N16-T-67235---- 
728G1---------- NL6-T-67286---- 


BV 


730A----------- N16-T-67289---- EB 


NL6-T-67290---- u 


N16-T-67296---- 


N16-T-67299---- 


NL6-T-67299-50- 


N16-T-67470---- 


NL6-T-57273---- 
N16-T-67475---- 


NL6-T-67789---- 


NL6-T-63000----~ 


891,GL901,CS01A, 
¥E350D, NUSOLA/5OL 


See 305D. 

See 802. 

See 802. 

See 802. 

Transzitting pentode aaplifier oscilla- 

tor (nearest equivalant RK25. RK25B). 

See 803. 

See 803. 

See 803. 
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NL6-T-69035---- 


N16-T-69040---. 


N16-T-68050--.~ 


N16-T-69070--~~ 


N16-T-69073---- 


N16-T-69080---- 
N16-T-68090---- 


N16-T-68100----~ 


811----------.- N16-T-68110---- 


812-~--------2~ N1L6-T-69120---- 


813------------ N16-T-63130---~ 


N16-T-68150---- 


NI6-T-63160---- 


NL6-T-63060--.- | 


ahaha WE331A,U£905,R457, 
C305,GL.805,T805, 
¥L805, NU80S 


807-----------. HY61/807, 38307,¥L307, 
RK807 ,GL307, NUSO7, 
44051 


808-----------~ 39808,GL909, EE80a---- 
809---~---.-... NU30Z,HY30Z, #1908, 
GLS09 


TSl3 


L815, GL815--------- 


816--~--------. NUS56JR/816,HY865UR, 
GL-816,#66UR 


826-----------— N16-T-69260---- 


N16-T-69250---- 


BI7Aae se Sock N16-T-69270---- 
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Transzitting pentode amplifier. 


See CE3A/B. 

Trananitting pentode. 

See 804, 

See 804, 

Trananitting pentode anpliffter (R<20A, 
neare3t equivalent). 

See 805. 

See 805, 

See 805. 

See 805. 

See 805, 

See 805, 

Transaitting triode anplifier, 


See 806. 

See 806. 

Transaltting triode anplifier. 

See 807. 

See 807. 

See 807. 

See 807. 

Transnitting pentode aaplifter (Tye 
1625 characteristics: sinilar to RX39 
except for capacttances; sintlar to 
Brit, VI60,VT60A, and AT325}. 

Superseded by 807%. 

Ruggedized version of 807. 

See 808. 

See 808, 

Transzitting triode anplifier. 

Transnitting triode ampli fLer-Yodulator- 
Multiplier. 

See 810. 

See 810. 

Transaitting triode anplifier (Typ# 1627 
characteristics). 

See 811. 

See 8Ll. 

See 8ll. 

Transnitting triode. 

Triode power anplifier oscillator. 

See 812, 

See 812. 

See 812. 

Transaitting triode. (replaced with 
812A). 

Modified verston of type 812. 

See 813, 

See 813. 

See 813. 

Transeitting tetrode (siailar to British 
CV26). 

See 814. 

See 814, 

Transmitting triode amplifier. 
Transaitting tetrote anplitiar (nearest 
equivalent RK43A/RK43, HV12). 

See 81S. 

Transaitting HF twin pentode. 

See 816. 

Transnitting diode gas rectifier (Type 
2B26 with plate connection at top). 

Transaitting triode amplifter. 
Transmitting triode aaplifier (Taylor). 
See 825. 

See T825, : 

See 825. 

Transaitting UHF aulti-elenent aaplifier 

Transnitting UdP aulti-elezent azplifler 
(obsolete), 

See 826. 

Transultting UHF trtode. 

See 827R. 

Transaitting UHF tetrode aaplifter. 
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$D928A--------- NL6-T-69275---- 
$D928£------~~~ N16-T-68277---- 


824----------~- N16-T-68280---- 


$829----------- N1L6-T-63285---- 


829------------ N16-T-59299---— 


829B------~----- NI6-T-68292---- 


C830B-------- a2 
GL830B------—-- 
T830B-------- = 
§30---------- —- N16-T-68300---- 


830B----------- N16-T-68305--~- 


@31------------ N16-T-68310---- 


832------------ N16-T-68320---- 


NL6-T-69321---- 


N16-T-69330---- 


N16-T-68335---- 


N16-T-69340---- 
GL835--------.- 

$D835d--------~ N16-T-63349---- 
$D935K-------04 

9352--sne~sse25 NL6-T-69350---- 
Q36------------ N16-T-59360---- 
836A----------- NL6-T-9363---- 


@37------------ N16-T-69370---- 


Seeesaxan N16-T-63375---- 


OFFICIAL USE ONLY 


CURRENT SERVICE| 


DESIGNATION 


8298--~----+--- --~..-------------2--- 


w-~ ¥L828,GL328--- 


1843-~---------- ~~ ------------------ 
8298----------- GL9290, RK829, NUg29 
JE29----------~ +-------------------- 
829B----------- RK829B, RCAS28, GL829 


830B------~---- 9308, HY51B,C3303,SL- 
830B,T8308,UE930B 


vis8 


@33A----------- GL833A--------------- 
833A----------- 38533,C833,"LS33A,5L- 
B33A,TB33A 


836--~--------- 38266A, GL936, RX3836, 
EE836 
836A----------- 38265A, GL936, RK336, 
837------------ ----+--------------.- 
B37 a wesesestosk oes seksewe ye ncess we 
837 s2ns-n2 on oss) Senses se seed sesels 
837------------ RK 44, 39337,2%837, 


9L337,GL337,A40902B8 
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See 828. 

See 829B. 

Sea 5633. 

Subnintature RP pentode. 

See 1¥5. 

See 5634. 

See 828. 

Transaitting pentode amplifter. 

See 8298. 

See 829B. 

See §29B. 

See 8298. 

Diode gas switching tute-No replacetant 
tubes required; break glass, leave air 
gap. 

Diode gas switching tube. 

See 829B; 829B supersedes 929. 

See 3£29; 3£29 supersedes old 8298. 

Transnitting UHF twin pentode acplifier 
oscillator, 

See 8308. 

See 830B. 

See 830B. 

Transnitting triode anplifier, replace 
with 8303. 

Transtitting triode aoplifier. 


Transzitting triode amplifier (absolete)} 

Transaitting triode amplifier. 

See 832. 

Sea 832. 

Transuittiag UHF twin pentoie amplifier 
(obsolete; superseded by 832A). 

Transnitting twin pentode amplifier. 

See 833A. 

See 833A. 

See 833A. 

See 833A. 

See 8334. 

Transaitting triode anplifier oscillator 


See 834. 

See 6K4. 

Transtitting UHF triode amplifier os- 
cillator (nearest equivalent ia UHSO; 
gsinilar to 8019 and Gritish types NT53, 
NISGA, VI62 and DEL12 except for Brit- 
ish 4-pin base}. 

See 835. 

See 6BL6. 

See 686. 

Obsolete; replace with 331LLA (sinilar 
to 211C, S1LC, 1984, GELL444). 

See 836. 

See 836. 

See 836. 

Diode gas switching tube. 

Diode gas switching tube. 

Subniniature type pentode amplifier. 

Transaltting diode vacuum rectifier 
(nearest equivalent R21). 

Replace with 836. 


See 237. 
See 837. 
See 837. 
Transnitting pentode aaplifier. 


See 838. 
See 838, 

See 938. ; 

Receiving lock-in type special version 
of 1626. 

See 938. 

See 858. 
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NUS38, 1F230,UE939, Transaitting triode aaplifter. 
RK58, 38133,C838, 


¥L838,GL839,T838 
Ruggedized version of 8393, 
Transnitting tetrode asplifier (for re- 
placenent only). 
See 840. 
Recelving RF pentode (obsolete). 


N16-T-68410---- UEGAL, DE941,841A,CS4k Transaitting triode aaplifier. 
PT841 ,GLS4k 
See 841. 
Transzitting triode amplifier (Taylor). 


N16-T-69420--~~ Transaitting triode amplifier. 


See 843. 

RCAS43--------. See 843. 

$8438—---...... , See 1961. 

N1L6-T-68430---- 38143,RCAS43,GL845---  Transaitting triode amplifier. 
. Transaitting tetrode amplifier (obso- 

lete). 

C845--------.. See 845. 

GL845-----.--.. ------ See 845. 

NUS45--~------. 

R843--------—-. 

T845 -------- —_ 

UY845-~-----—_ 


N16-T-68450---- 7845,645B,C845, 3945, Transnitting triode amplifier (will re- 
UVE945,38145,R845, Place 284D in all but a few RF appli- 
WL845,UV845,GL845, cations). 


N16-T-68455--—— 


See 2036. 
See 20376 
N16-T-69458---- Probeless version of 2C36 for Navy 
application. 
See 5764. 
See 5767. 
N16-T-68450---- GLS846, 38146, F346, Trangaitting triode amplifier oscilla- 
WE284D,RCA946, 4L946 tor-water cooled. 
See 1840, 


Trangnitting tricte amplifier oscillator 
(obsolete). 

See 849A. 

See 8498. 

See 849. 

See 849A. 

See 849H. 


Transnitting UYF oscillator-nagnetroa 
(Aray); see 3/22. 


N16-T-68490---- C849,0E949,38149,296A Transsitting triode amplifier oscillator 
GL849, F849, 8L949, 
RCA-849 
N16-T-69492---- C849A, ABS9A Transsitting triode amplifier. 
NI6-T-63499---- C8498, A898. Transnittiog triode asplifier (spectal 
849A for HF therapy). 
See 850. 
NI6-T-69500---- 38150, GL350. Transaitting tetrode anplifier. 
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9$1--2-----<205 N16-T-68510---- 


HKE548 
HX8S4L 
§54--------- —_ 
@54H----------- 
§$5------------ 


Fg59----------- 
GL853---------- 


§859-----~----- 
§59------------ 
GL360---------- 
UX360---------- 


GL862A-- 
RCA362 --------- 
§L362-—------- 


GL865---------- 
WL365---------- 
965------------ 


865A/365--~---—-- 


CE8564/866----- 
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NL6-T-69520-—-- 


N16-T-68550---- 
N16-T-639560---~ 


N16-T-63579---- 


N16-T-63580--~- 


N16-T-69600---- 


N16-T-36310---- 


N16-T-68620---- 
N16-T-69025---- 


N16-T-63640---- 


N16-T-63650-~~- 
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@51------------ USP5L, 33151, 2172, C852 
WL851,UV851L,GL851, 


852-~---------- UEQ52, 39152,C952, 


RCA352,GL852, WLL9S 


857A----------- F357A, GLO57A, 3BL57A 
@57B----------- 4L9578,F357A, 3672, 
F3573,3L8578, 381573 


3717, 8359A, 33153, F853 
GL353,RCA858 


860------------ 33160, 3119, 4L960, 
GL360,UX860 


Bb1l22-seesesese 33161, 31244, 42991, 
GLS61 ,UV361, NL86L 


$9262, 3675, F862, 


RCAS62,GL862, #L862 
862A----------- GL862A, F862A-------- 


Q64------------ --------------------- 
§64------------ --------------------- 
ny ee ee 39064, 3864A,GL964, 
HY8o4 
865------------ 965A/365, 39165, 3294, 
¥L965,GL365 
86$------------ --------------~------ 
866A/866--——--- --------------------- 
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Transnitting triote amplifier. 
See 851. 


Transaitting triode amplifier. 


See 852. 
See 852. 
See 852. 
Transnitting triode anplifier. 


See 1825. 

(Obsolete). 

See 450TH (high Mu). 

See 450TL (low Wu). 

(Obsolete). 

See 450TH. 

Rectifier (obsolete). 

Gas switching tube; see OA2. 

Rectifter (for replacenent only). 

See 857A. 

See 8578. 

See 857A. 

See 857B. 

See 857B. 

Transnitting diode ractifiee (superseded 
by 857A ani 8578). 

Superseded by 8578. 

Tranaritting dicie gas rectifier (siz- 
flar to WE265C). 

See 958. 

See 858. 

See 858. 

Transzitting triode acplifier-Vater- 
cooled. 

See 0C2. 

Receiving triode azplifiler (obsolete). 
See 860. 

See 860. 

See 860. 

Transuitting tetrode amplifier. 


See 861. 

See 861. 

Recelving duodiode rectifier. 
See 861. 

See 861. 

Transnitting tetrode amplifier. 


Transaitting tetrode amplifier. 

See 862A. 

See 862A. 

See 862A. 

See 862. 

See 862A. 

See 862A. 

Transuitting triode anpliffer-Superssded 
by 862A (Type F898 characteristics). 

Transnitting triode asplifier-¥ater- 
cooled. 

See 863. 

See 863. 

See 863. 

Transsitting RF power amplifter modula- 
tor oscillator (obsolete, superseded by 
892). 

See 864. 

See 864. 

Receiving triode aaplifier (low aicro- 
phonic noise). 

Sea 865. 

See 865. 

Transzitting tetrode aaplifier. 


See 865. 

See 866A/866. 
See 8668/866. 
See 8664/3866. 
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HY866JR---~—.—. 


KY366-——. 
MU866JR/816-—- 


NUS$6A/366~--.. 
NURAATR/Q16—__ 
RCAS66A--...... 
7T8664/366---__.. 


T8668--~_.. a 
U%866-—-—- 


RAGA--~- a 


866B-----___ 
866JR (Taylor)- 
Sb7-s-sess 5 = 
GL96g——--. 22 
863--—-~-- 


868/P.123~---_.. 
CER69B--—--____ 


GL8724/872---. 
NU872A/872--..- 
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NI6-T-68660~-—_ 
NlL6-T-69665---~ 


NL6-T-68690--~- 


N16-T-69695--_. 


N16-T-69633---~ 
N16-T-63699---- 


N16~T-636370---- 


Q 


816----.~-2 8 NUS66JR/H16--------_. 
RY366----- 2 
816-----—--__. HYG66JR-..--------.__. 
866A/866------~ 
B16—~--- 
966A4/866------- 
RKS866-~—~---- 9 -. ie 
866A/866---— 
866B-—~__ aan nnn 
8664/866--—-- 
8664/866-—~--- 
866A/866-~----- ---- 
866A/866-~----- ----- 
8664/866--~--~~ C346A,C865,2CAS564, 
UE966, #L 364/866, 
GL8664/356, NUSG6A/ 
866, 3069, UE966A, 
F366A,38166,UX966, 
RK866,TBO6A/806, 
CE866A/856, 3572, 
EE8S6A/846, British 


868~------___. —- 59A4,PJ23, 9L735,CELD, 
38263, 3982,GL863, NUL 
868/PJ23 
668---—--__.__ 5984, PJ2%, CELD, 
NUL, 3982 
869B-—--- 


869B------- 


8698----- 2-2 33169, 3071, F859B, 
UV38694,8CA369A, 
9L9693,5L3698, CE869B 
F309B,£E3598 


871-------_. 38171, E2534, 4102, 
GL371,US971 


872A------ 2-2 


Fie rTe SR si mM ~rimmiis ees easel ry 


See 8664/8646, 
See 866A/366, 


See 816 (siallar to 3 


ing). 


66A with 1/2 rat- 


Grid controlled gas rectifier, 


See 816 (sintlar to 8 


ing). 
See 8664/866. 
See 816, 

See 866A/866. 


6A with 1/2 rat- 


Transazitting diode rectifier, 


See 866A/866. 
See 8668. 

See 8664/3866. 
See 864/866, 
See 8664/866. 
See 8664/866. 


Transnitting diode gas rectifier (super- 
seded and replaced by 3B23). 


Transaitting diode gas 


lete). 
See 2826, 


Superseded by 868. 


See 868, 


rectifier (obso- 


Gas phototube {sinfilar to 1P23; see 
1P23). Red-infrared sensitiva, 


Gas phototube. 


See 869B. 
See 8698. 
See 8698. 
See 869B. 
See B69A. 
See 869A. 
See 869A. 
See 8698, 
See 869B. 


Superseded by 869A and 
Transnitting diode gas 
seded by Type 8693). 
Transaitting dloje gas 


llar to #1424), 


See 870. 
See 870A. 
See 870A. 


Superseded by 870A. 
Transaitting dioia gas 
replacenent only). 


See 871. 


Transitting diode gas 


lete). 
See 872A, 
See 872A, 
See 872A. 
See 872A, 
See 872A. 
See 872A. 
See 872A. 
See 872A. 
See 872A. 
See 872A, 
See 872A, 
See 872A. 


86SB. 
vectifier (super- 


rectiffer (sin- 


rectifier (for 


rectifier (ob30- 


ote 
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872A--------- ~- N16-T-69720---- 0 872A 


eaccuceneue NU9724/372,C872A, Transsitting diode gas ractifler (sin- 
¥372A,F353A,RCA372A, dlae to 8008 and #E3194). 
E972, F353, 38172, 
872A/372,3070, 
GL872A,CE872A, 
#L8724/872,F8728, 
GL872A/-372, BB872A 


8724 /872----—-- See 872A. 
£E873---------- See 875. 
¥873A-------- — 

Dh te Oe See 873. 
873--- --------- N16-T-687 30--— 


Grid controlled gas ractifier. 


See 874. 

Diode voltage regulator. 

See 875A. 

Early verston of Taylor 875A. 
Transmitting diode gaa rectifler. 
Transaitting diode gas rectifier. 
Ballast tube (obsolete). 

See 878. 

Special purpose diode vacuum rectifier. 
See 878. 

See 2X2/879. 


Q74------------ NL6-T-68740---- 


NL6-T-88760---- }: 


N16-T-69730---- 
N1L6-T-68785---— 


01.990.--+-~.-<< See 880. 

WL990-<<-.+-~-~ See 380. 

08890---------- N16-T-69900---- Bureau of Ordinance specification nuaber 
for GL299. 

WLego---------- See 880. 

980------------ N16-T-59905---- r Transzitting triode amplifier zodulator- 
Water cooled. 

WL831-------~-- See 881. 

881L------------ Transzitting diode gas rectifier. 

GL994----——--- See 884. 

R1894-------- sais See 884. 

684~------------ NL6-T-69940---- 3 Grid controlled gas rectifier (Type 885 
characteristics}. 

8849----------- 


Ruggeiized version of 884. 


See 885. 
See 41629. 
See 885. 
895------------ N16-T-68350---~ Fr Grid controlled gas rectiffler. (Type 834 
F to "L629 characteristica}. 
886-~---------- N1L6-T-69960---- 886--~—----- —- 38286---------------- Ballast tube (obsolete). 
GL837~-<--<.-+-- 887------------ ----------------- See 887. 
987----+------- N16-T-69970---- 887------------ GL3837~--~-------------- Transvitting UNF triode anplifier os- 
cillator (obsolete). 
GL893---------- 889------------ ---- 2-22 - een n nee See 883. 
999---.-------- 888------------ GL333---------------- Transnitting UH? triode anplifier oa- 
cillator (obsolete). 
GL899---------- 889------------ -o n-ne nnn nn nnn See 839. 
GL889R--------- 8B9R----------- --------------------- See 8a9R. 
¥L889-—-------—— 839—-------~-- --------------- aero n- See 889. 
FLA39R--—-— —— 889R-----------  -------- 22 ----- See 889R. 
§89------------— N16-T-68335--—- 6 889----~--------: CL839, #L889--------- Transaitting triode amplifier sodulator- 
Water cooled (superseded by 889A). 
@89A--------- ~~ NL6-T-63836---- BBQA------- nnn Improved 899. 
889AR-~-------- N16-T-68891 ---- J 889AR-—------- A2251B Transnitting triode amplifier-nodulator. 
8898----------- N16-T-68890---~- J 899R--~-------- WL939R,GLE39R,AZZ51A Transvitting triote amplifier modulator 
(superseded by 889RA). 
(OB90.<—-- ee See 1444, 
¥891--~-----~-- See 891. 
F891R------— _-- See 89IR. 7 
GL891-——~-—----- See 891. 
GLS9LR------~-- See 891R. 
RCAS91L--------- See 891. 
RCA891R-------- See 891k. 
#L391---------- See 891 
WL891R--------~ See 891R. 
oe) N16-T-63895---- Transaitting triode amplifier modulator- 
WL391 Water cooled. 
891N----------- 891M----------- --------------------- Wodified version of 891. 
89LR----------- N16-T-69910---- J S91R----------- FS9LR, RCASILRA,GLEIIR, Transzitting trlode amplifier sodulator- 
WLEILR, S4LAA Forced air cooled. 
F892----------- 892 ----------- = ---+-- 2-2-2 See 892. 
F892R--—-----~ 892R----------- --------------------- See 892k. 


GL892---------- 
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GL992R- ~~~. 
RCAS92 
RCA3892R 
¥L392---~----—- 


N16-T-69920---- 


N16-T-68925---~ 


F893---—----_. 
rag3R----—-._. 


N1L6-T-68930---- 
N16-T-68930-5-~ 


N16-T-68930-10- 
N16-T-68930-30- 


RCAB96——-~--.-- 
¥L896—-------~- 
896------------ N1L6-T-65960---— 


RCA897-—-—---_.. 


N16-T-69980--—- 
898A----.--__. 


#L899A-——--—- 


N16-T-69010---- 


N16-T-69020---- 


N16-T-69022---- 


N1L6-T-69040---- 


N16-T-59050---- 
N16-T-69055---- 


906P4--------~- 
906P$-----.-—. 


NI6-T-69070---- 


mare Ale 
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¥392,2CA392,GL892, 


893R—----____ 
| ee 


RCA893, 33193, 4L993, 
¥893,GL893, "L893 


BS as 
895R--——-—----- ~-- 


¥1L895--------------.. 


896-----------— —--- 

896---——--—_- 

896-----------. WL896,RCAS96,FB50, 
38296 


898A--------—__ 
898A-------____ 


NU8O5, WESSLA, RKS7T, 
RCA805, GL805 


August 1950 


See 892R. 

See 892. 

See 892k. 

See 892. 

See 892R. 

Transzitting triode anplifter nodulator- 
Water cooled (superseded GL452). 
Wodifiled version of 892. 

Transeitting triode aaplifter modulator, 


See 893. 

See 893R, 

See 893. 

See 8938. 

See 893. 

See 893. 

See 893. 

Superseded by 8934. 


Transaitting triode amplifier sodulator- 
Sater cooled. 

Transaitting triode. 

Transaitting triode (superseded by 
8934R). 

See 895. 

See 895R. 

Transaittiag triode. 

Transaltting triode. 

See 896. 

See 396. 

Ballast tube (obsolete, for replacenent 
only). 

See 897. 

Ballast tube (obsolete, for replacenent 
only). 

See 898A. 

See 898A. 

See 898A. 

See 898A. 

See 898A, 

Transaitting triodd, superseded by 898A- 
Water cooled. 

Transzitting triode amplifier oodulator 
Water cooled. 

See 899A. 

Transazittiog triode agplifier modulator. 
See 901. 

See 901. 

See 5651. 

“Crater” tube (glow discharge). 

See 902P1. 

Cathode ray (electrostatie focus and 
deflection). 

Zero [bl version of 902PL, 

Cathode ray (electrostatic focus and 
deflection). 

Zero IBl version of 902Pl. 

Cathode ray (obsolete). 

See 904. 

Cathoje ray (electrostatic focus, elec- 
trostatic and magnetic deflection). 

SEE 805. 


See 805. 

Cathole ray (electrostatic focus and 
deflection). 

Zero [Bl version of 905. 

See 3APL. 

See SAP4. 

See 3APS. 

See 3AP7, 

See 907. 

Cathode ray (Type 905 electrical and 
physical characteristics). 

See 908. 

See 809. 
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ALLOW- {CURRENT SERVICE 
ANCE | DESIGNATION 
CODE 

908 


we eeeeeencee NLO-T-69080---- ss YB - - - - -- --- -= L088 -- ------ ene Cathote cay (Type 3AP1 electrical and 
physical characteristics). 
ecweeneeee 0 IYIB Renew anon n ne cnn ne cen r nr crt srr rte Cathoie ray (elsctrostatic focus and 
deflection, PS screen). 
wane n ewe ene 2222-22-22 ener e Cathote ray (Type $05 electrical and 
physical characteristics). 
eeewemewewe sss Qe nn nnn nee n one nn center srrne Cathode ray (Type 3APL electrical and 
physical characteristics). 
eeeeeeeenee ee ——“(i—i(—stssststsisi‘“(‘i‘iY WP een ene nnn nen Cathoie ray (Type 3AP1L electrical and 
physical characteristics). 
eeweremne se ——i(i YC Haan en en nen ener rn rrr er sre n ren Transaitting trioie aaplifier. 
ae nccneeenne NL6-T-69120--- |) i ae Cathole ray (electrostatic focus and 
dafiection). 
GL913---------- See 913. 
913------------ NL6-T-69130---- F Cathode ray (electrostatic focus and 
deflection). 
914------------ NL6-T-69139-30- 914---~-------- GL14----------------- Cathode cay (electrostatic focus and 
deflection}. 
Q14A----------- N16-T-69140---- Cathode ray. 
QKOLSA--------- See 4359. 
QK915B--------- See 4J58. 
OK915C--------- See 4J57. 
GL917---~------ See 917. 
SD917---------- N16-T-69167---- SD9LT---------- ------- 220 - rrr nnn Subsintature type high Wu triode anpli- 
fier. 
SD91TA-~-------- NL6-T-69169---- §637----------- --22--- rrr See 5637. 
917------------ NL6-T-59170---- 917-----------  CELLV, GL9OL7, S9TAV3- Vacuun phototube. 
GLOIY--------— 918----—-------- --—------------------ See 918. 
g1R--------~--- NI6-T-639130---- 918------------ CELC, S9A3, GL9L8---- Cas phototube (rad-infrared sensitive). 
GL9O1L9----~----- 919------------ ----+----2 290 rn See 919. 
949---------—- N16-T-69190---- 919---------—- NU3LV,CE3LV, GLOLI, Vacuua phototube. 
G2AV4 
GL920---------- 920------------ --------—----------- See 920. 
920------------ NL6-T-69200---- r 920------------ NU21L, CE2LC, GL920, Cas twia phototube. 
Gl4, 6043 
GL921---------- 92L-------------_ --------------------- See 921. 
921------------ N1L6-T-69210---- F 921------------- GL92L---------------> Gas phototube (red-infrared sansitiva). 
GL922-—-----—-- 922-----—------= ----------------——--- See 922. 
922------------ NLOG-T-69220---- 922---------—-- GL922-~--------- ----- Vacuus phototube (red-infrarad sensi- 
tive). 
GL92ZB—-———--— IRB nn sewn eee tenn n nme nn nnn naan See 923. 
923------------ N16-T-69230---- 84A3, GL923, #L74L, Cas phototube (red-infrarai sansitive). 
CE23C, NUZ3C 
GL924-------—-- 924--~- -~-- —— 2 nn rrr See 924. 
924------------ NL6-T-69240---- 924------------ CE22D, GL924--------- Gas phototube; see LP4l. 
GL925---------- 925—-----—---- ----------—--- == - See 925. 
92S---~-------- N16-T-69250---- 925------------ CL925, &4AV3--------- Vacuus phototube (red-infrared sensi- 
tive). 
GL926-—-------- 926------------ -----------—--—------ See 926. 
926------------ N1L6-T-69260---- 926------------- GL926-------- serneen- Vacuuz phototube (violat-green sensi- 
tive). e 
GL927---------- 927------------- ---------—----------- See 927. 
927------------ NL6-T-69270--— F 1P32,NU20C, CE20C, Gas phototube (red-infrared sensttive); 
GL92Z7, SLA3,GLSF, (similar to CE36C which bas shorter 
CE2SC,NU25C vase). 
928--------- were wee rene enn See 928. 
N1L6-T-59280---- 928------------- CE280, GL928, 85A4--- Gas phototube (rad-fafrared sensitive). 
929--------- --- 2 ---- 2 or See 929. 
NL6-T-69290---- 929---~------- —- 59D,7LD,GL929,CE29, Vacuua phototube (blue sensitive). 
610V3 
930------------ --------------------- See 930. 
830B-------- --- HY513, UE930B9350----- See 830B (obsolete). 
s 8308 See 8308. 
N1L6-T-69300---— 930---------~--- Cas phototube (infrared sensitive). 


830B--——------- -—---------~---------- See 850B. 


N1L6-T-69315--—- cwg3l Obsolete, superseded by <v>s. 
N16-T-69305--~-- 931------------ Obsolete, superseded by 931A. 
931——-----—--~--  --- 2-2 nnn See 931. 
See 931A. 
N16-T-69310--~-~- Obsolete, replace with 931A. 
931A----------- NL6-T-69312---- F Vacuua sultiptier phototube (blue sens{- 
tive) (selected 931; see 1P2L). 
aoe ree 1229 aged for grid stability; replace 
with 1229. 
sinha mise icon See 1444. 
CU-933--------- N16-T-69330---- Phototube. 


wt cote cose Vacuum phototube (absolate). 
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UE939—-----.-~=- 


DE941----_.__.. 
UE941------—-.- 


$H949----—-- 
$N9498--------. 


UE949-~----—-- 


UE9498 
950-----.---- -- 


UE951---------- 
951-----—---- 
UE952-----~--~- 


952~----~------ 
HEQ53B—-—---__ 


SN953D------—-- 
953------—----- 


SN9564--------- 


SR966---------~ 


UE966———~ -—-__- 
UES66A-------~~ 


$C969~--------- 
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N16-T-69334-~-~ 


N1L6-T-69349--.. 
N1L6-T-69350---- 


N1L6-T-69429--~- 


NL6-T-69460--~- 
NL6-T-69470---- 
N16-T-69473-~.. 
N16-T-69490--— 
NI6-T-69490---- 
N16-T-69492---. 
N16-T-69493---_ 


N16-T-69528---- 
N16-T-69529---~- 


N16-T-69529-30- 
N16-T-69530---~ 


N16-T-69533--~-- 
N16-T-69540---- 


N16-T-69549--.- 
N16-T-69549---- 
N16-T-69550---- 


N16-T-69558---~ 
N16-T-69559~--- 
NL6-T-69559-30- 
Ni6-T-69560-~-— 
N16-T-69569-——~ 
N16-T-$9553-25- 
N16-T-69570---- 


N16-T-69660--~-~ 


FLECTRONIC SUPPLY OFFICE Graat loakee Illinaie 


838------------ NU933,4F130,2K53, 
UE938, 38138,GL333 


UE94L, DE94L, PT84i-- 
UE42, 39942 


F849, JE949, 339149, 
GL349 
C8458, A898 


(4833), H&953B- 
(5833), HX953D 
-- (7833), HK9S3E 


959-----------~ ------ 


38959, GLIS9- 


866A/866 
866A /866 
8664/365 
866A/ 366 


Vacuum photatube (aintature construc- 
tion). 

Phototube, 

Vacuum phototube (ultra-violet sensi- 
tive). 

See 936. 

See 1P24, 

See 838. 


See 841. 
See 841. 
See 842. 
See 5633. 
See 845. 


See 5647. 
See 5640. 
See 5640. 
See 5644, 
See 5643. 
See 5643. 
See 5643, 
See 849. 


Transaitting triode (HF version of 849). 
Receiving pentode amplifier (sizilar to 


1J5G and 33). 
See 851. 
See 1B4P/951. 
See 852. 
See 852. 
See 953B. 
See 9530. 
See 953£. 
See 5639. 
See 5639. 
See 5639. 
Australian acorn type. 
Transaitting diode vacuua rectifier. 
Transaitting diode vacuum rectifter. 
Transnitting diole vacuus rectifier. 


See 5641. 

Transaitting and receiving acorn type 
pentodie. 

See 955. 

See 5635. 

See 5635. 

Transnitting and receiving acorn type 
triode. 

See 956, 

See 5642. 

See 5642. 

See 5642. 

Receiving acora type pentodie. 

See 5645. 

See 5645. 

Transaitting and receiving acorn type 
triote. 

See 958A. 

Supersaded by 959A. 

Transaitting and recelving acorn type 
triole. 

See 959. : 
Transatitting and recetving acorn type 
pentode. 

See VO133. 


Recelving subainiature low microphonic 
pentode. ' 

See 866A/866,. 

See 8664/8646, 

See 866A/366. 

See 866A/365. 

See FCL7, 

See FCL7. 

Low au trioie. 
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912------------ 


912A-----—------ 


SN973B-~~------ N16-T-69726--—- 


973------~----- N16-T-697 30---- 


N16-T-69770---- 


N16-T-69790-—-~ 
N16-T-69300---— 


GL991-~----——--- 


991------------ N16-T-69910---~ 


SA996—-—------- 


$0997---------- 


N16-T-69916---- 


N16-T-69920~--- 


N16-T-70030~--- 


CK1003/0Z4A---— 
K1L003P1--—----- N16-T-69922-~--- 


K1003P2---~~--- 
K1003P4-------~ N16-T-69922-40- 


CK1005---—----— 
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$N944---------- oe e-eno- 
BI2A/872—----—-~ ew =ae-n en 
$12k/Q72------- +-------------------* 
§72A----------~ Ur972, NE319, F353, 
372A/872 
872A----------- UEQ72A, WESLOA, 


P353A, 872A/872 


wT230, UE973, UX973-- 


$N974---------- ~--=----- 
§N975---------- -------—--- = 
S75A-------——- 


WLS75A, F375A, GLSL2, 
UEOQ7SA 


$N979----—----~ 
SN990---~-—---- 


$A990----—----~ 


991------------ 


991-----------" NELO,5L991,CD2095, 
Navy VG-3 


OZ4A/L003-----= <----- nner 
OZ4A/ 1003 


K1003PL-------~ --ne nee 


Rl003P2--------— enn 
K1003P4-------- 
K1003P7~- 
KLOO3PL1--~---~ 
O24K/1L003------ <r nnn 
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Twin pentote RF poser osclllator. 
Low drain secondary enlaston pentole. 
See 871. 

See 871. 

Long Life version of 5633. 

Sea 872A/872. 

See 872A/872. 

See 872A. 


See 872A. 


Long Life version of 5634. 

See 5840. 

See 873. 

See 975. 

See 873. 

Long life version of 5639. 

Receiving subsintiatura duoitoie, trloiz. 
See 575A. 

See 575A. 


Long Life version of 5640. 

Long Life varsion of 5641. 

Long Life varston of 5647. 

Long life version of 6X4. 

Long Life version of 5637. 

Long Life version of 5644. 

Long Life version of 5643. 

Recaiving subninlature RF peatole. 

Receiving subainiature mixer. 

Receiving subsiniatura RF pentote. 

Receatving duotiode rectifier. 

Recaiving sudziniature mixer {(stisilar to 
6AS6). 

Recatving duoitole ractifler. 

Low drain secondary enlssian pentode. 

Recelving subziniature low au triode. 

Receiving subziaiature duoifolte. 

Receiving subainiature reaote cut-off 
pentode. 

See 991. 

Receiving subuiniature AF power ampli- 
fier. 

Neon voltage regulator or indicator tuba 
{selected NE48). 

Recaiving subainiatura high au triole. 

Recetving subainiatura low au triole. 

Receiving sudziniature duoifote. 
Recaiving subsiniature ranote cut-off 
pentota. 

Recaiving subziniature sharp cut-off 
pentode. 

High au triode. 

High mu triode with faad back proba. 
Grid controlled gas rectifier; see 5C22. 
See N33. 

See LOOOUHF. 

See 6C2L. 

See LOOQUHF. 

Transtittiog tciode. 

Trananitting HF triole; s2e 3036. 
Cathode ray. 

Recatving subviniature triode (siatlar 
to 644). 

See 0Z4A/1003. 

See 024A/1003. 

Cathodie ray (alectrostatic focus and 
deflection). 

Cathode ray. 

Cathode ray. 

Cathode ray. 

Cathoie raye 

See O24A/1003. 

Sea O24A/1003. 

Sea 1004. 

Recaiving duoifoie gas rectifler. 
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CK1011A----- — 
CK10L2------..- 


CK1017------- oe 
1017P1--~----~ 


cK1018------.. aa 


RIOL9P7.--~----- 
CKLO20--- 


C¥1031------—. 
SD1033------—~.. 
HV-R1038—-—____ 
R1038--~----. ae 
1038Av---—~-~- 
SNLO39A-----~-— 


CV1054--~---... 
HR1LO54L--—---- 


1091-~----~---- 
SNLO96A----—-- 


11033--—- 
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STANDARD NAVY 
STOCK NUMBER 


N16-T-70063--~- 
NI6-T-70965---~ 
N1L6-T-70070---- 


N16-T~70980---- 


N16-T-70090--~-~ 
NL6-T-70095--.~ 


N16-T-70095——_ 


FI6-T-70102-935- 
NL6-T-70103--~- 
N16-T-70106---- 


N1L6-T-70107---- 


N16-T-70117---- 


N16-T-70119~~-- 


N16-T-70119-50- 


N16-T-70126---- 


N16-T-70126-65- 


N16-T-70128--~. 


N16-T-70129-—- 


NI6-T-70129-10- 


N16-T-70129-20- 


N16-T-70130--— 
N16-T-70135---— 


NL6-T-70138---- 


N16-T+70138-20- 


ELECTRONIC SUPPLY OFFICE. Great Lakes. IHlinois 


NAVY 
OW-|CURRENT SERVICE} 


DESIGNATION 


ANCE 
cone 


J 


OTHER NUMBER 


CKLOO9, BA 

CKLOO9, BA, 1009 
CK1L009/BA 

NE~2~~~----~--~----.-- 


5517---------~- QM296, 9517/CKLOL3 
SNLOLGA-~------ ---.---.--------- 22. 


1100-------__ — RLLOO (Sy1)----- --- 
11039---------- 22-2228 = 


CLASS DESCRIPTION 


Receiving 
See 1006. 
Racelving 
(SD-917A 
Receiving 
See 1007. 
See 5636. 
See 5636. 
Recaiving duoliode gas rectifter. 
Mintature gas trlole pulse ganerator. 
See 1008. 
Receiving duodiolte gas rectifter. 
Gas rectifter. 
Gas rectifier. 
Recaiving duoitoie gas 
Receiving duodiode gas 


duoifode gas rectifier. 


subszinfatura high au triode 
varsion in [-2). 
duodlode gas rectiftar. 


ractifter. 
rectifier. 


Neon laap. 

See L010. 

Recaiving duoiloje gas 

See 1848, 

Receiving duoitote gas 
See 3JPl. 

Magnetron. 

See 5517. 

Recaiving subsin{ature 
pentote. 

See BS1Ol. 

Cathode ray, high voltage (alectrostatic 
focus and deflection). 

Cathode ray. 

Gelgar-Nueller counter tube. 

Geiger-Mueller counter tube, 

Cathofe ray, 20 inch (electrostatte 
focus and daflection). 

Cathode ray, 

Geiger-Mueller counter tube. 

Geiger-Mueller counter tube. 

Geiger-Mueller counter tube. 

See VTIL4(Br.). 

See 536. 

See 5722. 

See R1038. 

Tonization gauge. 

Phototube. 

Receiving subziniatura sharp cut-off 
pentode. 

See 122. 

See VUSO4, 

See 750TL. 

See 2053. 

See 103. 

Gas rectifier. 

See 2825. 

Winfatura type dioje vacuun rectifier. 

Recaiving subainiature RF pentode. 
Pirant tube. 

See 1100. 

Piraat type manoseter tube. 

Receiving subsiniatura seat-rasote cut- 
off pentote. 

Receiving subsiniature seni-reaote cut- 
off pentole. 

Recaiving subuintature twin dlote. 

Gas, zeasuring tube. 

See VT114(8r.). 

Recalving subziniature triode. 

General Elsctric mazda laap. 

Cold cathode. 

See 1859. . 

Superseded by L130B. 

Cold cathode crater Lamp (Sylvania); sae 
1859. 

Improved version ef RLL3L. 

See 1131. 

Cold cathote crater lamp. 

Cold cathode. 


ractilfler. 


cectlf fer. 


sharp cut-off 
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jain we ute NL6-T-70140-~-- 


HY-£1148------- 
R1159(Sy1)----- 
1139 ---------- 


7£5/1201------- 
7E8/1201------- ~-------- 
1C4----- —e 
1203----------- TC4/ LZ03A-----~ - -- none n nec 
1203A--- - TC4{1203A------ 
1204----------- TABT/1204------ 


1207----------- $0673C--------------- 


1225----------- N16-T-70145---- 


1229----------- NL6-T-70189--~~ 


1231----------- NL6-T-70L51---- 123 L------ nen $ ween nnn errr 


1236--=-------- NL6-T-70156---- 


NL6-T-70L59~---- 


1267~---------- 
1267 (Syl)----- 


AY1269--------- NL6-T-70169---- HY1269--------- <n nen ee ener 
1272Y---------- M16-T-70170-20- 1272¥---------- 160206-------------- 


N16-T-7017L---- L274 --an enn nn nn meen n nner snr 


N1L6-T-70173---- 
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Recelving subaintatura RF pentole sharp 
cut-off double ended. 
Receiving subninfature dual control pen- 
tode sharp cut-off double ended. 
See 38111. 
Neon lasp cegulator (Sylvanta). 
Tranazitting triole. 
See EL148. 
See 1159. 
Minlatura type diole gas voltage regula- 
tor. 
See 1846. 
See NT98. 
See CV55. 
See CV38. 
See 7E5. 
See 755/1201. 
See 7E5/1201. 
See 7C4. 
See 7C4/1203A. 
See 7C4. 
Recatving UP pentole. 
Recaiving lock in type LHF amplifier. 
See 709. 
Receiving lock-in typa UNF tela triote 
(coanon plata}. 
Receiving triple grid pentode anplifter. 
Rezaiving pentode amplifier (Type 6C6 
charactaristic3), L22h with octal base. 
Receiving lock-in type. 
Electroneter tube. 
Recatving tetroie aaplifier (stailar to 
Typas 32, 32E and 932). 
Racsiving trioda aaplifier {(siullar to 
Type 30). 
6 or 12 volt HY31Z; sae HYSLZ/HYL2312. 
Racaiving locs-in type pentote amplifier 
(sinilar to 1951, 7¥7, 77). 
See CV92. 
See 7G7. 
Sea CV29. 
Voltage regulator. 
See 1245. 
Hearing aid type pentose amplifier. 
See 1246. 
Hearing aid type peatole power aaplif fer 
Receiving subsiniature diode. 
See CR1250. 
Diote gas rectifier. 
See FGL54. 
See FG57. 
Diode gas voltage regulator (sintlar to 
OC3/¥RLO5).~ 
Diode zas voltage regulator (siatlir to 
WE3L3C). 
See FG67. 
Cold cathode grid controlled gas recti- 
fier (triode). 
6 or 12 volt HY¥69; see Hy69. 
USF special purpose (sinilar to 709A and 
DLE0L27}. 
See CV58. 
Receiving pentode aaplifier, non-nicro- 
phonic (siallar to 7C7). 
Full wave rectifier. 
(Sylvania). 
See 39278. 
See GY2. 
14 voLt version of 1275. 
See 2K40. 
See TUT. 
Receiving UHF pentode. 
Receiving, beam power amplifier. 
See 287A. 
See 7LLA. 
Receiving lock-in type twin triode, 
special 1291. 
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Recetving tock-ia type UNF triode azpli- 
fier. 
See DL67158, 
See FG190. 
See 337. 
Superseded by 387/1291. 
Recelving UHF triode anplifter. 
See 1R4. 
See FC95. 
Recetving lock in type UHF power output. 
See 4827. 
Receiving lock-in type. 
See 306. 
See 3324, 
See NR74. 
See Ol, 
See D160573. 
General Electric cathode ray. 
See CV5l. 
CVv56. 
DI61145. 
cvs6, 
725A. 
T24A, 
cvé4, 
215A. 
215A, 
See VT25(Br.). 
Replaced by 2K50 (1462). 
See CV114. 
See CV114. 
See 1367. 
Grid controlled rectifier. 
See CV90. 
See D163876, 
See 1B22. 
See 1B22. 
See 4J78. 
See 4J45-47, 
See 6AKS. 
See 5J2L to 5J25, 
See 730A. 
See 1831, 
See LB3L. 
See 2/49. 
See 2/50, 
See 4350. 
See 2X22. 
See 4J26-30. 
See 4J21-25, 
See 245. 
See 2445. 
See 2K24. 
See 2K25, 
See 2X26. 
See 2K26. 
See 2X27. 
See 2K29, 
See 2X29, 
See CVLL7. 
See 2J51. 
See 2J51. 
See 2K23. 
See 2K48. 
See 2K49. 
See 1B29. 
See 1842. 
Sea 723A/B. 
Wagnetron, 
See 4542. 
See 4J51. 
Navy number; prior ta 1932. 
Sea 5710. 
High transconductance miniature pentote. 
See 1454. 
See 3J2t, 
See 2K50. 


N16-T-70190---- 


N1L6-T-70185---- 
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See 5649. 
See 2K54. 
See 2K55. 
- See 4J52. 
- Sea 5326. 
ea athe c eee ose ese ce lS See 2C51. 

Se ihe sd rare alae ea eae Ruggedized version of 2C5L. 

Seweewele ool Wiatature pentode. 

---- Ruggeiized version of 124U7. 
eee mewn one ene nee Ruggedized version of 6AQ5. 
ne oh Transnaitting triode. 
Iaproved 2X45; See 419A. 
Strobotron. 
See 6F6G. 
See 5780. 
Receiving power output tube. 
Receiving 9 pin miniature trioda. 


asso N16-T-70190---- 


NL6-T-70200--~~ 


L530P1--------- N16-T-70230---~ 


[547-32 cee 
CELI952------~~ 


See 416A. 

Trangzitting triode arplifier. 

Tein triode, receiving. 

See IR6, 

See 5650. 

Sea 1602, 

See 205E, 

Transaitting trioie arolifier (spactal 
type 10-For low nicroohonic applica- 


tions). 
GL1603-----.--. See 1603. 
1603 ----------- N1$-T-71930---- Receiving low aicrophonic, low hun, Low 
noise, triple grid pentode (replace 
with 6C6). 


1605---------+- N16-T-71050---- Receiving triode anplifier (obsolete- 
used in noise seasurenents equipzent). 

GL1608--------- See 1608. 

1609--~------.- Transnitting high Yu triode acplifier 
modulator oscillator. 

GL1607-------~-- See 1609. 

1609 ----------- N16-T-71090---- Receiving pentode amplifier (low atcro-~ 
phonic). 

GLI610------..- See 1610. 

1610---------~-- N16-T-71110---- Trananitting pentode arpliffer oacilla- 
tor (selected 47 with transuitting 

. ratings). 

1611--~-------- N16-T-71L115---- I611L~-------++- ---------~--+--------- Receiving pentode anplifier (selected 
6F6 for cut off). 

GLL6{2--------- 1612----------- --------------------- See 1412. 

l6l2s<-.sesceec N16-T-7L120---- Recefving pantagrid anplifier (selected 
6OL7- For low microphonic applications}. 

GL1613-------~- See 1613. 

16) S-<csnsasues N16-T-7LL30---- r Transuitting pentoje asplifter (selected 
6F6 with transaitting ratings). 

CLI614------.-. See 1614. 

1614----------- N16-T-71140---- 


Transaliting tetrode aapliff_er (selected 
6lo with trananitting ratings). (re- 
place with 6L6). 

See 1616. 

Transaitting diode vacuum rectifter, 
Resalving hie¢h gain trigle erid anpli- 
fier-Obsolate-Replace with GACT with 

circuit changes. 

See 1619. 

Transaitting pentode aapliffer (quick 
heating fllanentary cathode). 


1619-s2---5---- N16-T-71190---- FP 


See 1620. 
N16-T-71200---- Recelving triple grid anplifier datestor 
(selected 637 for low microphonic ap- 
plications)-Diacontinued. 
GL162L--------_ See 1621. 
1621--~~-------- N16-T-71210--- 


Receiving pentode anplifiler (selected 
6F6 for long Life). 

See 1622. 

Recelving tetroie aaplifter (selected 
6L6 for long Life). 

See 1623. 
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N16-T~71230---- Transnitting triode anplifier (stallar 


to T20 and 809 but sith mu ef 20). 
See 1624. 
Transnitting beas pover anplifier-Quick 
heating filanentary cathode. 
See 1625. 
See 1625. 
See 1625. 
Transaitting beas power asplifter (Type 
807 characteristics, but sith 12.6v. 
heater). 
GL1626—~------ See 1626. 
NL6-T-71260---- Transnitting triode asplifier-Low drift 
oseillator. 

See 1627. 

Transnitting triode power anpliffer (ob- 
solate, Type 810 characteristics but 
with SV-9A filament). 

Transmitting triode anplifler (chgolete, 
superseded by 8012). 

1629--~----+--- -.-.-. Meee ten een eens See 1629. 
NL6-T-71790---- CLL629. Electron ray tuning indicator (sinllarc 
to 6E5, but with 12.6v. heater). 
NI6-T-71200---- Orbital beam hexode UHF amplifier (o%s0- 
lete). 
See 1631. 
Receiving bean power anplifter (L2.6V. 
heater version of 6L6). 
See 1632, 
NL6-T-~71320---~ Receiving beam power amplifter (12.6v. 
neater version of 2516). 
See 1433. 
Receiving twin triode amplifier (2Sv. 
heater version of 6SN7GT). 
See 1634. 
Recaiving twin triode anpliffier (s2lect- 
ed L2SC? for matched trioge units). 
NL6-T-71350---~- Recsiving twin trioje anplifier (low 
distortion at low signal levals). 
N16-T-71360---- UHF beag deflection heptoie anplifier. 
See 1637, 
Pentode cutput azplifier. 


NI6-T-71240---- 


1625--------—-— NL6-T-71250---- 


NL6-T-71270---. 


N16-T-71L310---~ 


NL6-T~71330---- 


NI6-T-71340--~ 


See 1638. 


UL6-T-71390-~-~ Duodiode rectifier. 


See 1639. 
Duodiode triode amplifier, 


Sea 1640. 

Gas phototube, low microghoaic. 

See 1641. 

Transaitting duodiode vacuum rectifier. 

See 2C21L. 

See 2C21. 

Pentode powar ampliffer,. 

NL6-T~71440---- Receiving twin pentode powver aaplifier. 

NL6-T-71450~---- Vacuua phototube with capacitance bal- 
ancing electrode. 

Special-aurpose pentote arplifizr-tel- 
ected low microphonic 6AC7-Ob3olete, 
replace with 6AC7W#. 

Special low leakage type 955 acorn. 

Transtitting diode vacuum rectifier (ob- 
solete, for replacenent only). 

Rectifier (obsolete). 

Transiitting QF triote anplifier ogcll- 
latoc-Water-cooled (obsolete). 

Obsolete. 

NI6-T-~71500---- Miniature type diade vasuun rectifier. 

N16-T-71550--~-- Selected 63C7 for satched sections, 

N1L6-T-71550---- Selected 4468. 

Type 2050 with ping 1 and 4 connected. 

Recetving 2-vol% filamentary trisde-Low 


leakage, 
NL6-T-71565---. Speclal selacted 2A6. 


Diode vacuum rectifier. 
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N16-T~71494-~-- 
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See COA. 
Receiving miniature type pentode azoli- 


fler oscillator (selected 35A4). 
1663---—------- 1663- Small, special-purpose. 
1664----——--—— VTL53----—---- 12C3-K9, 12C8 Special See VT153. 
1665------—— = 166$----------- nner ttn Special 2050. 
1666----------—— 1666--- Selected 155. 
1672---—---- -- ¥G172---- See FGL72. 


38674---- Replace with 4825. 
5797 ----- See 5797. 
57998----- See 5798. 
LIAT-----~----- --- -e reer See 1737. 
NL6-T-71597---- 1787--~-------- Obsolete-Navy nunber; nearest equivalent 
is S&4374. 
2050----- nan nn meer Identical to 2C48, except triode con- 
nections are brought out indepandently. 
1900~----------- 1800 ~---——--- n= wenn crn Cathode ray (electrostatic focus, aag- 
netic deflection)-Obsolete. 
Cathoie ray (electrostatic focus, m3g~ 
netic deflection)-Obsolete. 
5BP]------—+--- 25 25RS-- 222 nnn See 58Pl. 
S§ BP3--------2-— —- errr See 5BP3. 
See 5BP4, 
See 5BP7. 
See L2AP4. 
See 12AP4. 
See 9AP4. 
Sea 5APL. 
Sea SAP4. 
See 3EPL. 
See 3EP4. 
See SCPL. 
See 3CP4. 
See 3CP7. 
See 9JPL. 
N16-T-71610---- 1B10P1--------- €7428,Sritish VCRI39A Cathode ray (electrostatic focus and de- 
4 106/466 flection). 
meme nn en ern See 7CPl. 
meen ne ee tT See SFP5. 
GL475-- See SFPT7. 
mem ennnn ane etme reer errr See 7BPL. 
wee wnn emer stetn See 7BP7. 
See 2APL. 
eee en RTT See 2AP5. 
FEZ LL D-- 2-9 orn See 38111A. 
WE2L2ZE, 38tl2, 312E-- See 2126. 
we ee eee te ee See 1840. 
mown seeerer tates See 1940. 
GL1840------ Orthticon. 
RCALB46. Iconosscope. 
we co eee enero Sea 1947. 
GL1847 Iconoscope (superseded by 5527). 
mew -e een nn nner See 19848. 
Iconoscope (superseded by 1846). 
Guiaedsseesea—es RB SD me ne en ar See 1849. 
Iconoscope (obsolete, superseded by 
18504). 
GL1950--------- 1890---------4- tenon See 1850. 
Iconoscape (obsolete, superseded by 
1850A). 
Iconoscope. 
See L851. 
Recatving pentodes amplifier (character- 
istics Like 6AC7/1852). 


N1L6-T-71602--~- 1) 


L8LLPL--------~ 
1812P5--------- 


1819B---------- 
GL1840----—---- 
RCAL840-~--~--- 
1840------- i 


1846----------- N16-T-71646---- 


1850A-----~---- N16-T-71650---- 


1851----------- N16-T-71651---- 


bACT---------—- 6ACT/1852------------ See GACT. 
6AB7---~-----— 6AB7/1853---~-------- See GABT. 
20SAen----n-—— = en nnee ee See 204A. 


204A----------- CG1360, See 204A. 

21@---—------- 3BLL9---------- See 218. 

2208-----~------ 38120, ¥£2208 See 2208. 

L89B---~------- oes rrr Sea 1898. 

1898-----—----- GLI89B-----------~--- Cathode ray (obsolete). 
See 1899. 


Cathode ray. Obsolete, superseded by 
2F2i. 


A ecewe ee See VU504. 
GLI1904—-------- 
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V1920--------_. 
1923----------. 


1947---------—- 
1949------__-_. 


1961---------~- 
19712---s2=.2-= 
1984~---------. 
CD2000--—--~—- 
RCA2000---~---- 
2000----------- 


2000T~---~--- —— 
2002 ~----------- 


2027---------—— 
2030/2031----~= 
GL2050---—---— 
¥1.2050--~-----~ 


2050 Special--- 
20508---~--. os 


RCA20S2-------- 
2052--~------== 


HK2054A---~-~-- 
R2057E------- a 


2100A/ LOOR---~-~ 
CW2110--~---- ot 


A2126-------- ae 


DAre tA 


N16-T-71660--— 
N16-T-71661---- 


Ni6-T-72005-~-- 


N16-T-72050---- 


N16-T-72050-20- 
N16-T-72051]---- 


N16-T-72083---~ 


F16-T-72112~40- 
F16-T-72112---- 


N16-T-72183---- 


N1L6-T-72203--~- 


N16-T-72212---- 


NL6-T-72274---- 
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CLASS DESCRIPTION 


Grid controlled gas rectifier. 
See CV121. 

See REL38. 

See CVaS. 

See cV100. 

Transaltting type. 
Transmitting type. 
Transaitting type. 
Transnittinog type. 
Transmitting type. 

Diode gas switching tube. 
Diode gas switching tube. 
See 207. 

Sea 38111. 

Spectal neon diode tube. 
See 4826. 

See 4826, 


Transnitting triode. 

Cathode ray. 

Obsolete, see 99L. 

See 991. 

See 8019. 

See CV1L25. 

Cathode ray (NU monctron). 

See 2050. 

See 2050. 

Grid-controlled gas rectifier (tetrote) 
(metal version is GL5O02A). 

Special type 2050. 

Ruggedized 2050. 

See 2051. 

Grid controlled gas ractifter (tetrade) 
{obsolete; use 2050). 

See 2052. 

Grid-controlled gas rectifier (tetrode) 
(obsolete). 

Transsitting triode. 

Secondary emisgion ampliffter (sinilar to 
1630). 

Gas rectifier, 

See 8020. 

See SA1LI1A. 

Cathode ray. 

Cathode ray. 

See 2/41. 

See 8014A. 

See 8003. 

See 8005. 

See VT9O (Br.). 

See 8012. 

Sea 8017. 

See 1624. 

See 851. 

See 2040. 

Diode gas rectifier; see 5B2l. 


UNF triode anplifier oscillator. 

Cathode ray. 

See 6J4. 

See 634. 

Transaltting UHF triode. 

See 4C33. 

Tranatktting UEF triote anplifier; see 
3C32. 

See 2043, 

See 6F4, 

Sea 2040, 

See 8898. ' 

See &39AR. 

See FC166. 

See 6C24. 

See 2C46. 

Receiving. 

Special selected 6F4; see 6L4. 
Spectal selected 6F4; see 604. 
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A2302A-~~--- 2 N16-T-72302-__. 


A2302B---~-._.. eae 3e78: 

2302B-------1. N16-T-72303-_._ See 5675. 

2302f-----.. 1. N16-T-72304._. See 5675, 

A2304-~-.-__. ~ See 604. 

reece Transaitting triode; see 5794. 

A2320~-~~~~--__ NI6-T_72329____ Receiving, 

A2342___. See 5794. 

23428--- NL6-T-72342-~-.. 


A2352---.---_.. N16-T-72352-... 


¥2510------.-_. 
251145 


NL6-T-72552-_._ 
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CLASS DESCRIPTION 


Phototube, ultra-violet (modified 935). 
Transnitting high au triode. 
Transaitting Low mu triade. 

See 3AP1. 

See 3AP5, 

See 3AP4, 

See SuUPL. 

See 5UPS, 

See SuP4, 

See 54-98. 

See NT9Q. 

See 5LPi. 

See 5LP2. 

See 5LP5, 

See SLP4, 

See 94-8-H, 

Sea 9DPL. 

See 9DP2. 

See 9DP3, 

See 9DP4, 

Grid-controlled gas rectifier (Dugont). 
Grid-controlled gas rectifier (Duzont). 
See 55PL. 


See SBP4, 
See SBP5, 
Sea 5JPL. 
See 5JP2, 
See S5JP5, 
See SJP4, 
See L4AP1, 
See 144P2, 
See 1-4P5, 
See L4AP4, 
See 20APL. 
25332820-~---... See 2CAP2, 
2532C20--- - See 20AP5, 
2532D20--- - See 20AP4, 
2537A3-~-----. See 3GPL, 
253703 sesso See 30P5, 
2537D3--~--.-_. See 3GP4, 
2566A-~----~-.. See LOY. 
2779A---~---2.- See 1B23, 
2933------~-... — See 206. 
2935A----2.228 See 81. 
2936--~---- 28 See 217¢C, 
2936A-----2.4.. — See 217¢C, 
See 219. 
See 214, 
See 219. 


~+- N1L6-T-73002--.. 
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Cathode ray (electrostatic focus and 
deflection). 


Transzitting triode. 
Wagnetron. 


Tranamitting triode anplifier. 
See 4370-77, 

See 8664/8664. 

See 872A, 

See 8698, 

Duodlode gag rectifier, 

See 857B, 

Transaitting UBF triode, 
Trangaittiog HF triode. 
Transaitting uF tricde,. 

See VTL58. 

See VT1S8. 

Transaltting AF triode. 

See CV38. 

Velocity vartation gultiplier. 
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9X3225--------~ 
¥X3230--------. 


113240B----~-.. 
#13240D-------- 
4X3240G-------- 
4X3243 

OX32434 
WX3243B 
IX3243C 
013260--------- 
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N16-T-73243-—— 
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Navy Type A 
Navy Type C 


CLASS DESCRIPTION 


See 860, 


August 1950 


Velocity variation UNF oscillator, 


See &6l. 


Grid controlled rectifler (obsolete, 


superseded by KU676). 
See NT98. 
UHF oscillator. 
UUP cselllator. 
Gas switching tube (TR). 
See 3J30, 
Diode rectifier (ignltron). 
UHP load lanp. 
UHF Load lamp, 
UHF load lamp, 
UHF load lamp, 
See CLA. 
See C6A, 
See WL672, 
UHF load lamp. 
See 414. 
See ¥L652. 
See 1824. 


Trangritting trlode auplif{fer modulator 


(Anperex). 


See 1B26. 

Obsolete Navy number; see 22. 
See 22. 

Traosaltting triode. 

See ¥L678. 

Gas switching tube (TR). 

See 1815, 

See 1B41. 

See 1849. 


Velocity variation UHF oscillator. 


See 2K5L. 
See 2K52. 
See 2X53. 
See FL619. 
See 965. 

See 27. 

See 112A, 
See 866A/866. 
See 862A, 
See 858. 

See 40, 

See 38309, 383094. 
See ed. 

See 864. 

See 50, 

See 30. 

See 30, 

See 32. 

See 32, 

See 874, 

See 45, 

See 24A., 

See 845, 

Cas phototube. 
Sea 837. 

See 1659. 


l watt neon Lamp, 105-125v., G-10 bulb. 


See 997, 
See 8018. 
See 8007. 
See 807. 
See CV33. 
See 631PL. 
See SN4,. 
See S71. 
See 1624. 
See 7IA. 
See 648PL. 
See 800k. 


See FGI7, 
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See FGL7. 
See 1639. 
See CV30. 
See 1637. 
See 6SN7#, 


See CV75. 

Flash tube. 

Flash tube. 

Cold cathode. 

See 6AK6. 

Obsolete Navy masber (for Marshall re- 
ceivers)-Selecsted OLA (UX20LA). 

See SE4374. 

See 6AQ6. 

See 38304. 

See 50B5. 

Dioie gas discharge tube. 

Sea 6J6. 

See 65F6. 

Receiving miniature type renote pentole. 
See cAQ5. 

See 26C6. 

See 26A6. 

See 35. 

Receiving acora type remote pentode 
amplifier. 

Recetving vacuuz twin triode for elect- 
ronic voltage regulator. 

Receiving ninlature. 

Receiving ainiature type recote pentote 
amplifier. 

Receiving miniature. 

Receiving nintature. 

Recaiving niniature. 

Recaiving miniature. 


N1L6-T-74330---- 


N16-T-74340---- 


R4410--------~- N16-T-74410-~~- B 


NL6-T-74444-~-~ 


N16-T~74466---- 


A443L---------- N16-T-74431---- 
A4439------~--- N16-T-74435---- 


A&479---------- N16-T-74493---- 
N16-T-74522---- 
N16-T-74524---- 
N16-T-74535---- 
N16-T~74541--~- 


See 5763 
ascau 2-~ 38036~---~----------- See 36. 
ime wee 38037 -~--~----------~ §=See 37. 
cscas ~-- 38038-~-------------- See 398. 


Webster ballast tube. 
Diode pentode. 

Miniature diode pentode. 
See 3D21. 

Special L2A6 with diode. 
Phatatube (Br.). 


NL6-T-75006---- 
NI6-T-75006-30- 


NL6-T-75023---- F 
FL6-T-75431---- 


See 3C45. 
£5303---------- See 7025. 
Modified F5303- See 7C23. 


Trtode power amplifier oscillator. 

Transaitting, wir cooled triode. 

Hi mu power triode. Superseies HY¥302, 
HY40, H¥40Z, HYSLA. Band Z. 

Transnitting tetraode. 

Cold cathode gas raectifler, replaces 

5517/1023 1848. 

anne enna ee QM296, CKIOL3-------- See 5517. 

Transaitting forced air cooled triode. 

X-ray tube. 

X-ray tube. 

X-ray tube. 

X-ray tube. 

X-ray tube. 

Television camera tube, supersedes type 
1847. 

Grid controlled gas rectifier. 

Transzitting forced air cooled triode. 

Transtitting air cooled triode. 

X-ray tube. 
X-ray tube. 
X-ray tube. 
X-ray tube. 
X-ray tube. 
X-ray tube. 

X-ray tube. 

X-ray tube. 


NL6-T-75513---- 
N1L6-T-75514---~ 


5516----------- N16-T-75516---- 
5517----------- N16-T-75517---- 


5518----------- N16-T-75518---- 


5527----~--=--- N16-T-75527---- 


N16-T-75528---~ 
NL6-T-75530---- 
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X-ray tube. 

Transaltting forced alr cooled triode. 
Trangaitting air cooled triode. 
Thyratron, inert gas. 

Grid controlled gas rectifier. 
Transmitting forced air cooled triode. 


N16-T-75541L---- 


NL6-T-75545-~-~- 
NL6-T-75549---- 


5550/GL4L5 
GL5551/#G271--~ 


5552 /fG235A---- 
GL5553/FG253A-~ 
#L5553/655 


5553 /FG233A----~ 
5553/FG-2594-~- 
GL5554/FG2578-- 
WL555 1/679 


55$54/257B------ 
5554/75-2573-~- 
WL5555/6533---- 
5555~-----~---- 


5535/FG2332---- 
GL5556/PJ38----- 


5559 /EGS7 
GL5560/FG75~--- 


5560/8G-95---~~ 
GLS5561/ FG104--- 
¥L-5561/104---- 


Nl6-T-75550---- 


N16-T+75551-~-- 


N16-T-75552---- 


N16-T-75553---- 


NL6-T-75554--~~ 


N16-T-75555---- 


N16-T-75556---~- 


NL6-T-75557~--- 


NLO-T-75553---- 


N16-T-75559---- 


N16-T-75560---- 


e 


N16-T~75561L---- 


N16-T-75562---- 


GL~5551/PC-271, JL- 
652/657 


WL~S552/S51,"L-651/ 
655,GL-5552/FG-235A 


WL~5553/655, 9L-555/ 
653,50-5553/PG-2538 


GL-5554/FG-2593,0L- 
679, WL=5554/679 


WL~6538, 9L-5555/4558- 


GL-5557/fG-17, 
WL-5557/17, UE967 


GL-5553/FG-32,9L- 
9553/32 


GL~-5559/FG~57, 9L- 
5359/57 WL-631 


CL-5561/FG-104, #L- 
5561/1L04 


See 5550. 


Dicda gas rectifier (ignitron). 


See 5550, 
See 5551. 


Diode gag rectifier (ignitron). 


See 5552. 
See 5552. 


Diode gas rectifler (ignttron). 


See 5552, 
See 5553. 
See 5553. 


Diode gas rectifier (ignitron). 


See 5553. 
See 5553. 
See 5554. 
See 5554. 


Diote gas rectifier (ignitron). 


See 5554, 
See 5554, 
See 5555. 


Diode ga3 rectifier (ignitrca). 


See 5555. 
See 5556. 


Tranazitting triode (Low power). 


See FGL7. 
See FG17. 
See FG-17. 


See FG32, 
See FG32. 
Sea FG-32. 


See FG57. 
See FC57. 
See FG-57, 


See FGS7, 
See FG9S. 
See FG-95. 


See FG95. 

See FG104, 
See FG104. 
See PG-104. 


Transuitting tetrode. 
Grid controlled rectifier. 
Diode gas rectifier (ignitron). 


N16-T-75563---- 
NL6-T-75564-~-- 


5582--------- -- 
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N16-T-75566---- 
N16-T~-75567---- 
NL6-T-75569---- 
N16-T-75569---- 
N16-T-75570~~-- 
N16-T-75571---~ 
N1L6-T+~75572--~- 
N16-T-75573~---- 
NL6-T-75574---- 
N16-T-75575---- 
N16-T-75576---- 


NL6-T-75581-- -~ 


N16-T-75592---- 


High vacuua 
High vacuua 
High vacuun 
High vacuusz 
High vacuua 
Gigh vacuua 
vacuua 
vacuua 
vacuua 
vacuus 
vacuua 
vacuum 
vacuum 
See 6SB7. 


rectifier. 
rectifler, 
rectifier. 
rectifier, 
rectifier. 
rectifier, 
rectifier. 
rectifier. 
rectLfler, 
rectifier. 
ractifler, 
rectifier. 
rectiCler. 


Gas phototube, S4 response (sinllar to 


930). 


Gas phototube, S4 response (sisuilar to 


921). 
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wecenereeee N16-T-79593---" egy nctecnndes tess err 


Gas phototube, $4 response {sinilar to 


927). 
5584-------7777 N1L6-T-75534---- B5G4----- nnn Gas phototube, $4 response (sinilar to 
920}. 
A5536------7 7-7 1630---- nnn Superseded by ASSSSA (1630). 
§536---------77 N16-T-75536---- Td oe Wagnetron, tunable 4J31-35. 
A5S338A----- — See 1650 
5$98-------- 77 NL6-T-75539---~ Trangaittiag forced air cooled. 
§599--< no-no NHL6-T-75539--77 three electrode, cold cathode, baer’ g33 
filled. 
§539/ 3703-----~ See 5589. 
§590--------2 77 NL6-T-75590-~-- §590 Recalving miniature pantode. 
55§90/401A------ §$90------ne ne ee See 5590. 
559Leonet rn nn NLG-T-75591L---- 5591 /403B-~-- 770 Recaiving nintature pentode. 
5591/403B---~--- Sea 5591. 
5592----------> NL6-T-75592---- Transaitting forced air cooled triode. 
§5$93----2--7 777 N1L6-T-75573~--~ Phase codjulator tube. 
§594------7 77-7 hL6-T-75574---- Grid controlled rectifier (aitilar to 
FG-L7). 
ASSG4A-- matron See 1636. 
£0 3--2- 2-20-07 Receiving pawer pentode auplifter. 
5603/398A----~-- See 5603. 
5604------- 7-0 Transmitting air cooled triode. 
5605-—-~-- 0 Crystal diode. 
5607 ---------77 NL6-T-75607---~ 


Wodiffed 6J21. 

Receiving twin triode. 

Double triode voltage amplifier. 
Receiving miniature triode. 
Velocity variation oscillator. 
Gas phototube (S-4 response). 
Gas phototube (s-4 response). 
Gas phototube (s-4 response). 
Gas phatotube (8-4 response). 
Gas photatube (s-4 response). 
Double pentode balanced amplifier. 
Gaga phototube (5-4 response) - 
Receiving miniature pentode. 
Transaitting water cooled triode. 


NL6-T-75611---- 

N16-T-7561L2---7 

NLO-T-75613-~-- 

N16-T-75614---- 

N1L6-T-7581L5---- 

HL6-T-75616---- 

NL6-T-75617---- 

N16-T-75617-50- 

N1L6-T-75618---- 

Ni6-T-75619---~ 
Jensen anne N16-T-75620-~-- Ballast tube. 

5621---——- nn NL6-T-75621---~ Ballast tube. 

NL6-T-75022---- Ballast tube. 

= N16-T-75623---- Ballast tube. 

NL6-T-75624---~ | Ballast tube. 

High voltage rectifier. 

Vacuua svitch. 

Vacuua switch. 

Pressure indicator tube. 

Pressure measuriag conpansator tube. 

Dkode gas rectifier {ignitroa). 

Thyratroo, 643 triode. 

Thyratron, gas trlode. 

Receiving RF pentode (subsiniature). 

Receiving &F pentode (subniniature). 

Receiving twin triode (subainiature)- 

Receiving pentode aixer (subsiniature). 

See 26A7GT. 

Receiving hi au triode {sutsiniature). 

Recelving audio pentode {subaintature)- 

Receiving pentode (subsintatuce) - 

Receiving audio amplifier (subziniature) 

Low voltage rectifier (subsiniature). 

High voltage rectifier (subainiature). 

Grid controlled rectifier Thyratron 

(gubainiature). 

See 2686. 

Voltage regulator (subainiature). 

Receiving low wu triode (sutaintature)-. 

Receiving triode {subsiaiature, T-2). 


weenenn-n- NL6-T-75630---- 
NI6-T-759032---- FF 


N16-T-75633---~ 
N16-T-75634---- 
N16-T-75635---- 
- NL6-T-75636---~ 


N16-T-75637---- 
N16-T-75638---- 
weennneenee N16-T-75639---~ 
aaenoneen- NiG-T-75640---- 
we neenn enn Ni6-T-75641--—~ 
anne enn---- N16-T-73042--7- 
gucteurwans N16-T-75643-~-- 


aaennne-9 N16-T-75644---- 
N16-T-75645---- 
N16-T-75646---- 
N16-1-75647---- 


aeocerce Receiving diode (subsiniaturas T-1). 
Me abRR Se perosis-a= Transaitting triode (siailar to 2039}. 
NL6-T-75649---~ BTL-1466, DL70573---- Velocity variation L-band oscillator. 
N16-T-75650---- BTLL596, DL76627---- Velocity variation L-band oscillator. 
NLO-T-75651---~ 


Voltage regulator (miniature VR-75). 
Vacuus phototube {dlue gensitive). 
Vacuum phototube (S4 response). 
Receiving miniature gentoda (aachan- 
{cally izproved 6AK5) ~ 
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5655-------.2 8 N16-T-75655~--- 
5656~~---~-.-.. NL6-T-7555$--~~ 


Televiston cazera tube (iuage orthtcon). 
Receiving 9 pin ainiature tvin pentole 
(twin 6AX5), 
Magnetron (siatlar to HK7T). 
See 839. Directly interchangaatle exceat 
for filazent power, 
Mechanically inproved L2A6. 
Wechanically inproved 12C3. 
Beaa deflection azplifier. 
Wechanically inproved 123K7. 
Wintatura inert gas thyratron. 
Grid controlled rectifier, minlature 
tetrode. 
treet eee nen Grid controlled rectifier, {uproved 
3C31/CLB. 
N16-T-75665~-_. 5665------2 2.0. CLOY, 5665/Cl6éJ--~-._ Grid controlled rectifier, 
5665--------__. 5665, Cl6J~----~.-_.. See 5665. 
NL6-T-75646-~.-. Sinilar to 899A. Requires special water 
Jacket. 
See 839RA. Directly interchangeable. 
Transnitting triode (sinilar to 892). 
Rotary spark gap-not a tube. 
Trangnitting triode (similar to 892R). 
Receiving 9 pin zintature (mechanically 
improved 2C51}. 
Transaitting forced air cooled triode, 
Receiving subuintature Pentode,. 
Twin triode electroszeter tubs, 


N16~-T-75657--.~ 
N16-T-75653-~-.~ 


NL6-T-75659-~-. 
NL6-T~75$60--.- 


N1L6-T-75661--~~ 


NL6-T-75663--.- 


N1L6-T-75864---- 5664----------- C1B/A 


416-T-75667-~-~~ 
N1L6-T-75659.-.~ 


N16-T~75669---- 
NL6-T-75670---~ 


N16-T~75672~~.~ 
N16-T-75474---- 


5675 a-60- cn N16-T~75675~-~- Concentric lina HF triode. 
5676~-~---.--2~ N16-T-75676-~-- Receiving triode (subainiature). 

OE ees NL6-T~75677---+ Recelving triode (subniniature). 

$6 78-324 ce N16-T-75679--.— Receiving pentode (subsiniature). 
5679-~------.--. N16-T-75679~---- Receiving duodiode (stzilar to 7A6), 
5680-----~---. Transmitting triode. 

5683~--------.28 NL6-T-75693--~- Grid controlled rectifier, improved ClJ. 
5694---.--.-.00 N16-T-~75694-... Grid controlled rectifier, iaproved C3J. 
SA95 ae se-25c26u N16-T-75635---- Grid controlled vectifier, {uproved C6J. 
5696-------...~ N16-T-75696---- 


Receiving miniature pentode power azpli- 
fier. 


water eee N16-T-75697--.. Receiving 9 pin miniature twin triode. 
eee eee, N16-T-75691---— Industrial 63L7GT. 
oa-------+- NL6-T-75692---- Industrial 63N7GT. 
Meee sossoS N16-T-75693---~ Industrial 6SJ7. 
sore n anes Receiving double triode amplifier. 
Seighe se Joe N1L6-T-75695-.-- Gas rectifier, 

eae eene NL6-T~75696---- Thyratron, miniature gas tetrode. 

~~ NI16-T-75697---- Electrozeter tube (subsiniature). 
Seances ecls N1L6-T-75702---- 3702+-+--~-~~-~ CK605CX-~--~----22 88 Receiving pentode subainiature (siatlar 
to 6AK5). 


N16-T~75703~~~- 
N16-T-75704--~- 


CK603CX 
CK6068X 


Receiving triode subnintature. 
Receiving subziniature diode. 
Transaitting triode (sintlar to 892). 
Transaltting triode (sinilar to 892R). 
Transaitting forced air cooled triode. 
Trausaitting forced air cooled triode. 
Recelviag subniniature triode. 
Receiving subainiature triode. 
Thyratron, sercury vapor. 

Velocity modulation reflex oscillator. 
Miniature diode. 

Pentode voltage amplifier, 

Receiving rugged 6AL5. 

Thyratron mercury vapor. 

Receiving UUF triode. 

Rugged 6K7 (Canadian), 

Triode transducer tube. 


N16-T-75719~--. 
N16-T-75719~--- 


NL6-T-~62053---~. 
$7292 22ielocse N16-T-75722-~-- 
5725 —~~----——--- 


N16-T-~75734-..- 


Transazitting triode forced air cooled. 
Transaitting triode. 

Electron beam coanutator. 

Ionization gage. 

See 5740. 

Recalving space charge grid tube, 

High voltage high vacuua rectifler. 
Receiving triode power amplifier. 
Transaitting triode. 
Receiving subsiniature triode. 


GL-5740/FP54——- 
5710-~-~.-——_-- 


5744---------~. NL6-T-75744-.~- 
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X-ray tube. 
X-ray tube. 
X-ray tube. 
X-ray tube. 
Pentode voltage anplifier. 
Minlature pentagrid converter. 
Double-triode voltage amplifier. 
Twin triode, receiving. 

Twin triode transnitting. 
Improved 2D2Lk. 


N16-T-75755---- 


Transpitting air cooled triode. 

Receiving miniature beam power VAP aa- 
plifter. 

Probelass version of 2C36 for Navy ap- 
plication. 


Triode power anplifier oscillator. 


Triode powar aspkifier oscillator. 
Televigton pick up tube. 
Transaitting triodje (modified 9C2). 
Transnitting triole (nodifiled 880). 


N16-1-75779---- 


Diode rectifier, ignitron. 

Tunable pulsed magnetron. 
Subainiature gag3 diode 

Diode, cold cathode reference tube. 
Pentoje voltage amplifier. 

Winiature halfwave rectifter. 

Half wave rectifler. 

Transmitting trioie (modified 6C24). 
Diode, cold cathode voltage ragulator. 
Pulsed magnetron. 

K band TR tube. 

K band ATR tube. 

Gas saitching tube (ATR). 

Gas switching tube (ATR). 
NLG-T-75794---- 9 5 T98 ene ce cnnene Transaitting UNF triode. 

Thyratron, inert gas. 

Recaiving subuiniature pentoda. 
Receiving subniniature twin triode. 
Receiving subuiniature diode. 


N16-T-75783---- 


NL6-T-75785---- 


NL6-T-75736---- 


NL6-T-75799---- 


§ 309 N16-T-75300---- Receiving subsiniatura tetrode. 

580L~---------- N16-T-75901L---- Receiving subsiniature triode. 

5802 -+-+--2---- NL6-T-75302---- Receiving subziniature triode. 

5903~+-~-------~ N1L6-T~75903-~-= 5 QD Bann nnn nn Receiving subainiature triode-iaproved 
5302. 

5806 -~---------- 5806--~-------~ PLO+----- 227 r tre Recelving suzainiatura electrozater tube 

SQlL-~---------- Reselving subainiature electrozeter tube 

5913----------- Television pick up tuvse. 

5814----~------ NL6-T-75314---- 


Receiving 9 pin ainiatuce tain triode 
(industrial type L2AU7). 

Velocity variation Ulf ogcitlator. 

Velocity variation UN? oscillator. 

Photo multiplier. 

Image orthicon {televiston). 

Ignitroa (mercury). 

Ignitron. 

Ulniature, cold cathode glow discharge 
triode. 

Beam poser anpiifier. 

Half wave high vacuua ractifier. 
Iaage orthicoa multiplier. 
Subainiature sediun au triode. 
Rec2iving subsinfature twia diode. 
Trlode Thyratron. 

Triode power amplifier oscillator. 
Reflex Klyatron, 

Reflex Klystron. 

Subsintature pentoda ruggedized SN973C. 
Voltage regulator. 

Reference cavity. 

Pentode voltage amplifier. 

X-ray rectifler tube. 

X-ray rectifier tube. 

Tricde powar anplifier. 


WL6-T-7531L9---- 
N16-T-75820---~- 


N16-T-75922---- 


NL6-T-75340---- 
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Trlode nodulator. 
Pentode voltage anpitfier. 
See 5999. 
Subalatature electroneter pentoie,. 
Beam pentode voltage regulator. 
Full wave rectifier. 
Trlode voltaga aoplifier osclllator. 
Triode voltage aaplifter. 
Pentole voltage anplifiar. 
Pentode voltage amplifier. 
Pentode voltage anptifter. 
Receiving beaa pentoda (subslafatura). 
Recelving full wave rectifler (sub- 
miniature). 
Receiving pentode (subnintature). 
Pentode voltage amplifier. 
Half wave rectifler. 
See 3/30. 
See 2J42, 
See 3J31. 
See 3J31. 
NL6-T-760907-~~~ See 5791. 
¥X3210 See 1826. 
a> 9X3199- See 1324, 
Sea 1828. 
See 1827. 
See 1B36. 
See 1N24, 
See IN26. 
See LOFP4. 
Cathode ray (sagnetic focus ani deflec- 
tion}. 
Diode rectifier. 
See 1B35, 
See 1350. 
See 1551. 
See 1855, 
See 1852. 
See 1854. 
See 1B63A. 
See C¥10. 
See 8004, 
See 4523. 
See SO13A. 
See 1638. 
Sea 8008. 
See 1B3GT/8016. 
See 1C2l. 
See 8020. 
See SR4CGY, 
See 3825. 
See 1654. 
See 2D21. 
See 4C35. 
Coaxial noise diode. 
Special 2050. 
See 4C35. 
See 3022. 
See 5C22. 
See 6AL5. 
See 6AX5GT. 
See 6X4, 
Selected 2522 Lighthouse diode. 
Selected 2822 Lighthouse diode. 
2g9---. Nodified type 2021, 
653---~- Gas saltching tube. 
See 562. 
Racelying anplifier (selected 6J7). 
See LH21, 
Crystal detector. , 
Ballast tube. 
Gas switching tube. 
See 1P24. 
See INS53. 
See 1P22. 
See 1P37. 
See 5789. 


#16-T~76030---~- 


W16-T-76212-~-- 


NL6-T-76 
N1L6-T-78 


N1L6-T-77047---- 
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See 5790. 

TR tubs. 

See IN38. 

See 7184. 

Recaitving pentola aaplifter (siailar to 
6V6). 


ae See 7195. 

NM93---- 0-7-7077 NIG-T-TTLGSa--- TRIB oeemme Transaltting and recatving une trlois 
amplifier. 

RT300--------77 cexges: “WES ee Cold cathole gas dischacge tube- 


= NL6-T-77391L---- A730t Cold cathoie gas discharge tude. 
NL6-T-77302---- RIS02-- nnn nnn Cold cathode gas discharge tude. 
Aaa ea eae ey Ps Cola cathole gas digcharge tubs. 
NL6-T-77304---~ Cold cathodle gas diachirge tubs. 
NL6=-T-77305---- Cold cathole gas discharge tude. 
W16-T-77330---- _uueneeee= Cathode ray. 
anvecrerrnt See 3CPL. 
WecekwobonySaert ge sett See SAPL. 
S ieida Saeeie Seeman een pe Cathoie cay type. 
See 2APL. 
See 1S10PL. 
See QJPL. 
See L2APT. 
See 7CPL. 
See SFPT. 
. See 78P7. 
C1483--- 7000077 See 2APl. 
C14993-—--- 77 Sae 12DP7. 
C1497 --2 0-0-7 See 9GPT. 
See 38Pl. 
See 3BP1T. 
See 5SCP4. 
Sea 1P25. 
See 30P1. 
See 3HP7. 
See SHPL. 
See 3CPl. 
See SHP4. 
See SLPI. 
See 4AP1LO- 
See SCP7. 
See 5CPL. 
See 3JPl. 
See 34P1. 
See 2P2l. 
See 2P21. 
See SS50L- 
See $5502. 
See SS502. ‘ 
Racaiving triple grid amplifier (Typ2 
6C6 characteristics). 
See 6AS6. 
See GAS5- 
See 6AR6. 
See 2k45. 
See §000. 
Trangaitting triole asplif tier nodulator 
oscillator. 
See %E27. 
See 4827. 
See 3002. 
See g002R. 
Transnitting power teiole (HP heating 
application)-datar cool2d. 
wo neeeeeee NL6-T-78902-5-~ J g002R------777> GL9002R----- 277777777 Transuitting power trioie. 
paenerereee NL6-T-73003---- g003-------7777 #L47L, GL9003, A2126- Transpitting and therapy tyra triole 
anplitier moiulator oscillator. 


NL6-T-73000---~ 


N16-T-73002---~ 


y uie-T-73005---- 0 9005, A2i30a~. 


A4O5LHR- nnn Obsolate, supersaded by 907. 


See 9005. 
Tranaaitting trioia auplifter. 


SD  uahasaeeucss=ReaeSero TTT eS ye See 9008. 
ee es tech eeneaeeeecsenrcns SS Sea 9008. 
ih Reseeebsesserrcs es See 8008. 
NL6-T-73093---- 35146, CE3003, GL3008 Transatttios dioie gas ractifler (Type 
Ee3003 BTZA(STZ with heavy duty bag2)- 
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2009-+-- 


SOLOR-~--—- 
ne N16~T-73010-20- SOL0A9------~-- ------- el 
8010R-------.-- 80 LOR---------- GL8010a---------.-.-- 
80LL-~--~------ NL6-T-78011---- VT90(Br.}/SOLL- 42137, REL1, 7T90(ar.), 
#L538 


Cle eee NI6-T-78012---- ~- GL8OI2, A2139--- 

8012A---------. N16-T-78012-S0- QQ 12A--------- nn 
NUG-T-78013---- p - 8013, ROL37B----.202. 
NL6-T-73014---- op ~~ 8014, AZi24¥~~0-2000- 
NI6-T-78016---- op R6159-~-,-w asa. o e 


A2L40B--.~---~-----_-. 
VT60(3r.), A4051G---- 
A2009J, VT62 (ar.)--- 


N16-T-78018--~-~ 
N16-T-78019--~~ 


N16-T-73020---- G R6174, L002, 1L9020,573 


formerly GL45L, 
2100A/100R, £E8020-- 
WE705A-----------~---- 


N16-T-78025---- E 
NL6-T-73025-5-- E 


CV92, REL7, NT99, 
4C27, CV92/4C27 


XG8071--------- 
XG8072-~------- 


NL6-T-79901---- sg 

NL6-T-79002----  F 

N16-T-79003---- 

NU6-T-79004---- F  9004--.------_ 6538, GL.9004----—---- 
NL6-T-79095----  g 

N16-T-79006---- gg 


19210--------.- 


N16-T-79154-~-- 


24163----~~---- 


A30970----.---. 


--- 3332, L2A---------.-- 
WE2L5A, 1344--------- 
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See 8009. 


Transaitting HF triole-Sater coolat. 


Sea 8010R. 


Supers2ia3 8O0LOR (Type 2P349 rated to 


3594C). 
Transuitting UHF triote amplifier. 
See VT90(8r.)/8011. 


See 8012. 

Suparsaded by 8012A, 

Transaitting UHF triofle aaglifiar ose- 
illator (suparsaias 1628). 

See 8013A. 

Transzitting diode vacuum rectifier. 
See 8014A. 

Transaltting triode. 

Transaitting diode vicuun ractifiar. 
Replace with 183cT/g0L6. 

Transaitting triole amplifier (obsolste) 
Transmitting tetroite anplifier, 

See UH59 (sintlar to UH50, 934, Ball, 
30445). 

See 8020. 

See 8020. 

Transaitting diole vacuus rectifier, 
Similar to CE220. 


See 7054. 

See 15R. 

See L5E. 

Obsolete, superseied by type No. @32A. 
Superseded by 80254. 

Transaitting UNF triode. 

See Cv92. 


See 2X42. 
See 2444, 
See 3X22. 
See 310A. 
See 9002. 
Recafving miniatura type pentode. 

See 9002. 

Receiving ainiature type triode. 

Recetving alntature type pentoda. 

See 9004. : 

Receiving acorn type UHF diode recti- 
fler-Siailar to C#l0, except for pin 
connections, 

See 9005. 

Receiving acorn type UNF diode rectifier 

Receiving miniature type UNF diode 
rectifier, 

See R4410. 

See CE36C. 

Vacuum switch, Long operating ara 
{obdsoleta). 

Vacuua switch, short operating arn 
(superseded by 1521). 

Switch, not a tube. 

Obsalete Navy nunbar; 

Obsolete Navy nunbar; 

Obsolete Navy nuaber; 

Obsolete Navy number; 

Obsolete Navy nunber; 

Obsolete Navy nunber; 

Obsolete Navy nunber; 

Obsolete Navy nuaber; 

Obsolete Navy nunber; 

Obsolete Navy nunbar; 

Obsolete Navy nusber; 

Obsolete Navy nunbar; 

Obsolete Navy nunber; 

Obsolete Navy number; 

Otsolate Navy nunber; 

Obsolate Navy number; 

Obsolete Navy nuaber; 

Obsolete Navy nunber; 


Ola. 

L2a/ laa. 
215A. 

19. 

B25. 

24a, 

27. 


gee 
sce 
see 
see 
see 
see 
sea 
30. 
see 
see 
see 
sae 
see 
see 
see 
ada 
gea 
see 


31. 
32. 
LBaP. 
33. 
34. 
35. 
38. 
37. 
38. 
39. 
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etal Obsolete Navy nunbec; sea 40. 
Obsolete Navy aunber; sze 4l. 
Obsolete Navy nunber; 322 42. 
Obsolate ‘lavy number; see 45. 
Obsolete ‘lavy nunber; 522 47. 
Obsolete Navy nutber; 322 59. 


Obsolete Navy nucoer; 322 53. 
en. Obsolete Navy nunder; 322 56. 
i csease es Obsolate Navy number; 322 ST. 


Obsolete Navy number; sea 53. 

Obsolete Navy nunbar; see 59. 

Obsolete Navy nunber; 322 864. 

Obsolete Navy nunber; see 7lA. 

Obaolate Navy nusber; 322 156 

Obsolets ‘lavy number; see 76. 

Obsolate Navy number; s2e 17. 

Obsolete Navy nunbar; 3s2¢ 78. 

Obsolate Navy nunbar; see 85. 

Obsolete Navy nusber; see 89. 

Obsolete Navy number; 3@3 gol. 

See SOLA. 

See 12A/112A. 

Obsolete Navy nunber; see 203A. 

Obsolete Navy nunber; s2¢ 304A. 

Obsolate Navy nunber; s2e 206. 

Obsolete Navy nunber; see 207. 

Obsolete Navy nunber; 32¢ LOY. 

Obsolete, supers2dei by 39L1LLA. 

Transaitting triode amplifier (low capa- 
cltance type 211 for erystal oscillator 
application-Use 2LL for other applica- 
tions) ~Siailar to 3ALLL,1L934,261A, 501A 
835, 211C, SLLC, 3LICT, 2110, 2428 and 242C. 
Ruggedized version of 38111A. 

Obsolete Navy nuzher; see 212k. 


BOLLLA----- +7" NLG-T-SOLLL---= 0 BOLL LA annn nnn errr 


198198 


293 B= mares Obsolete Navy nusber; see 2146 
GE139049 ,WE289A, Obsolete Navy nuaber; see 4826. 
RCA2C00 ,WL289416D 


Obgolete Navy nuaber; see 217c. 
Obsolete Navy nuaber; see 218. 
Obsolete Navy nuaber; see 219. 
Obsolete Navy nuater; sea 2208. 
Obsolete Navy aumber; gee 833. 
N16-T-80142----~ 38142---------- 2c45, 45 Special Transnitting triode (siailar to VT52 
(Br.)- 
WA Bammer eee Obsolete Navy number; sea 843. 
Obsolete Navy nuther; see 845. 
Obsolete Navy nuzber; see 846. 
Obsolete Navy nusber; see 849. 
Obsolete Navy nuuber; see 850. 
Obsolete Navy nusber; see 851. 
Obsolete Navy number; see 852. 
Obsolete Navy nunber; se@ 957. 
Obsolete Navy number; see B57A. 
Obsolete Navy nunber; gee 857B. 
Obsolete Navy nuaber; see 953. 
Obsolete Navy number; see 860. 
Obsolete Navy number; see Bol. 
Obsolete Navy muaber; see 862. 
Obsolete Navy number; see 865. 
Obsolete Navy nunber, ses 8664/8609. 
Obsolete Navy number; see 866A/a66. 
Obsolete Navy nuaber; see 8698. 
Obsalete Navy number; see 869B. 
Obsolete Navy number; see 870. 
Obsolete Navy nunber; see a7h. 
Obsolete Navy number; see 972A. 
Obsolete Navy number; see 872A. 
Obsolete Navy nusber; se¢ al. 
Obsolete Navy number; see 82. 
Obsolete Navy number; sea 83. 
Obsolete Navy number; see 84/674. 
Otsolete Navy number; see 893. 
OC3/VR-105----- Obsolete Navy number; see Oc3/VR-105. 
Commercial 211- Obsolete Navy nuaber; see Conmercial 211 
we ee RT Obsolete Navy nuxber; see 2A3. 
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Obsolete Navy number; sea 2A5. 
O517, DEOSL7,4261-~-- Obsolete Navy nusber; see FGL7. 


ZBL20, 321 Obsolete Navy ounber; sea 120. 
Obsolete Navy number; sea 3B23. 
Obsolete Navy nunber; see 2C2L. 
Obsolete Navy nuaber; see 1Cb. 
Obsolete Navy numhar; see 0D3, 
Obsolete Navy number; see 2525. 
Obsolete Navy nuzber; see R&21-(Nearest 
equivalent ia 836). 
See 1616. 
Obsolete Navy number; 868. 
Obsolete Navy number; 874, 
GL75-30, VR75~-30, Obsolete Navy number; OA3. 
OA3/YR75 
Obsolete Navy nunter; 876. 
Obsolete Navy nuaber. 
Obsolete Navy nunter; 2828. 
Obsolete Navy number; 896. 
Obsolete Navy number; 0B3. 
Obsolete Navy nunber; aq6. 
Obsolete Navy nunber. 
Obsolete Navy nuaber. 
Obsolete Navy nunber. 
Obsolate Navy nuaber; 
Obsolete Navy auaber; 
Obsolete Navy nunber; 
Obsolete Navy nunber; 
Obsolete Navy number; 
Obsolete Navy number; 
Obsolete Navy number; 
Obsolete Navy nunber; 
Obsolete Navy number; 
Obsolete Navy oumber; 
Obsolete Navy nunber; 
Obsolete Navy number; 
Obsolete Navy nunber; 
Obsolete Navy number; 
GE45%67%, 1674, 5B24- Obsolete Navy number; 
EL6CF, 4CF--- Obsolete Navy auaber; 
Obsolete Navy auober; 
Obsolete Navy nunbar; 
See 808. 
See 614. 
Obsolete Navy nuaber; 
Obsolete Navy nunber; 
Obsolete Navy nunber; 
Obsoleta Navy nuaster; 
Obsolete Navy number; 
Obsolete Navy nunber; 
Obsolete Navy nuaber; 
Obsolete Navy nunter; 
Otsolate Navy nunber; 
Obsolete Navy nunber; 
counter tube. 
counter tube. 
counter tube. 
eounter tuba. 
counter tube. 
counter tube. 
Beta-Ganna counter tube. 
Beta-Ganaa counter tube. 
120C---~- Beta-Gamna counter tube. 
150C---- Seta-Gamma counter tube. 
1879, 150M Beta-Ganza counter tube. 
BS~1,L50N,LB30,L50NA- BSeta-Gaama counter tube. 
1B31, 200C Alpha-deta-Caaaa counter 
See 1LP25. 
Cathode ray. 
Cathode ray. 
Cathode ray. 
Cathode ray. 
See 3JPI1. 
See 3JP1L. 
Phototube. 
Sinflar to 205 except for base. 
Lonization manoueter (soft glasg). 
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NL6-T-90190---- 
N16-T-50208---- 
FL6-T-20207-40- 
N16-T-930210----~ 


N16-T-~90250--~-~~ 


D86326---~ 


D94341 ---~----- 


D96415-- 
D96320~~ 


D97014---~+--+-= 
D9Ta22-- 
D99022-- 
099946-- 
D155023---~----~ 
D156548---- 
D1L56734--~-~---- 


DIS7591-------- 
0157653-------- 
0157654-------~ 
D158643-------- 
D153796-------- 
D159076~------- 
D159503-- -- 
DL59509--------+ 
D159511-~------ 


D1L59769------ 
DL59778A------- 
D159780-------- 
D159781-------- 
D160127-------~ 
D160206------~~ 
DL60573-------- 
D161145-------- 
D161714-------- 
D1L61383L-------- 
D162836~------- 
D163366-------- 
D163876-------- 
D164389--- 
D164694--- 
DL64713-~- 
D164714-------- 
D167153----~~-- 
D168030-~-----= 
D16935$-------- 
D169356-------- 
D168535-------- 


D169304~------= 
D169305-~---~--- 
DL70135-------~ 
D170247-------- 
D170573-------~ 
D171089--------~ 


DLT1936-+------ 
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NL6-T-31413---- 


NL6-T-931446---- 


N16-T-931419---- 


N16-T-31421---- 


N16-T-91421-30- 


N16-T-31423~--- 
N16-T-31424---- 
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Ionization nanoteter (D795L0 except hard 
gla3s). 

See 215A. 

Ballast tube. 

See LOLD. 

Selected 104D. 

Unbased 2310. 

See 263A. 

See 256A. 

1lOLF with special base. 

102F with special base. 

Receiving triode amplifier. 

Selected 264A. 

Selected 2310. 

Selected 224C-CRT. 

"AEQ-Lite” used by Novietone News. 

Raplaced by 294A. 

See 324A, 

Electraneter tube (replaced by 5674). 
See 33L11A. 

See 845. 

Strotoscople discharge tube (disson- 
tinued). 

Theraostat. 

Selected 205D. 

Cold cathode ray tube. 

Lattice network varistor, not a tube. 
Special phototube (dead). 

See 398A, altineter tube. 

Sintlar to type 205D, with gilver-olated 
studa. 

See 382A. 

See 380A. 

Replaced by 384A. 

Replaced by 334A. 

See 396A. 

Phatotube. 

Sea 381A. 

See 383A. 

Pentole arplifier (giszilar to WEIGGOA ex- 
cept grid on top). 

See 387A. 

Sea TO3A. 

See 704A. 

See 388A. 

Thyratron. 

See 705A. 

See 3568. 

Triode sioilar to 708A. 

See 1272Y. 

Transaitting UHF oscillator. 

*Tranaaitting UF oscillator. 

Grid controlled gas rectifier. 

See CY2. 

Superseded by N21. 

See LN2L. 

Grid controlled gas rectifier. 

See LN22. 

Superseded by 2K40. 

Transaitting triode UHF oscillator, 
See 7C22. 

UHF ascillator. 

See 1N28. 

See LN21A. 

See IN23. 

Cold cathode gas triode rectifier relay 
regulator. 

See 1N26. 

Sea LN2LB. 

Sea IN23A, 

See 1N23B. 

See 1842. 

See IN25. 

See 5649. 

Sitallar to 7C22-shorter in height. 

Crystal rectifier for AN/AP3S-3A(M). 

See IN3L. 
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DL76627 
GE1L83048 
189043 


See 5650. 

See 4B2a8. 

Diode gas rectiftler. 
GEL389049~--.... See 1826. 
GE139C49,331LL5,45289A See 4926. 
RCAZO00, 412394160, 


195528 206501 
199693---~--~~- N16-T-91598---- 199698-~ 
206501 N16-T-31650---- 

GE2172983 


217283 N1L6-T-81693---~ 


Superseded by 206501, 
Duodioda gaa rectifler 
Diode gas rectifier (supersedes 193528). 
Sea 5B21, 
CE235,GEc17283, See 5821. 
WL76$776 
- Superseded by 12X325. 
See 4828. 


Diode gag rectifter. 


277455 
WL289414- 


2ag414 N16-T-81714~--- Ce225,GE189048, 


WL289414 
See 289415. 
Dioae gas rectifier. 
See 4826. 
See 4826. 
CE226,GE199949,7E289A See 4B26. 
38116, 81289415, 
RCA2000 


NL6-T-31715---~ 


N1L6~T-8176L--- - Diode gag rectifier. 


See 5B21. 
X8767527-]----- 


¥£359433—--.-. 
959493 N16-T-35493~---- 
¥L265626- 


Special tesperature Linited diode. 
See 4B36, 

Diode gag rectifier; see 4535, 

See WE327A, 


See 4B35. 


R5660201 See 3X23. 


MANUFACTURERS’ TUBE TYPE NUMBER PREFIXES 


Examples of the more common letter prefixes in use are tabulated below: 


Tube manufacturer Prefix on commercial types Prefix on experimental types 


Amperex 

Continental Electric 
Eitel McCullough UH, RX----------"--- -----+----2--- 
Electronic Enterprises 
Electrons 

Federal 


Staaten ferent cen seen ene e ee eee EP. 

A, C, or R. 

RK, RKR, CK, RX, RM---------~----- QF, QT, QM, OMG, QL, QG, QK, QY. 
a. SD, SB, SN, X, R. 


wane nent eee e nee n ene renee eee DT. 


Western Electric D, WE----------~---~--------+----- 
West inghouse 
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Listing by VT Numbers 

NUMBER TUBE TYPE NO. NUMBER TUBE TYPE NO, NUMBER TUBE TvPe NO. 
VT-1------- WE-203A (obsolete), T-49------ 39/44. T-94B----- 6J5 Special selec. 
VI-2------. WE~205B. VT-50------ 50 VT-94C----~- 6J5G Special selec, 
VT-3---~--. Obsolete, T-51------ 841. T-94D----- 6J5GT. 
VT-4A----.- Obsolete, VT-52------ 45 Special, VT-95------ 2A3, 
VT-4B----.. Commercial 211. VT-53---+--.- Cancelled (Ssuper- T-96----.- 6N7. 
VT-4C------ JAN 211. seded by VT-42-A). |VT-96B----- 6N7 Special selec. 
VI-5------- WE-215A, T-54------ 34. VT-97------ 504. 
Vi-6------- 212A (obsolete), VT-55------ 865. T-98------ 6U5/6G5, 
VI-7------- WX-12 (obsolete). T-56------ 56 VT-99----~-. 6F 8G. 
VT-8------- UV-204 (obsolete). [yt-57------ 57 VT-100----- 807. 
VT-10------ Obsolete. VT-58------ 58. T-100A---- 307 Modified, 
VT-11----.. Obsolete. VT-60--~-.- 850. T-101----- 837. 
VT-12-----. Obsolete. ~62------ 801, 801A. VT-102----- Cancelled. 
VT-13-----. Obsolete. T-63------ 46. T-103----. 6SQ7. 
VT-14-----. Obsolete. T-64------ 800. VT-104----. 12897. 
VT- 16------ Obsolete, T-65------ 6C3. VT-105~----- 6SC7. 
VT-17------ 860. VT-65A----- 6C5G VT-106----- 803. 
VT-18~------ Obsolete. VT-66------ 6F6. VT-107----- 6V6. 
VT-19------ 861. VT-6GA----- 6F63. T-107A---- 6V6GT. 
VT-20------ Obsolete, T-67-----~- 30 Special. VT-1078---- 6V6G, 
VT-21-----. Obsolete. VT-G8------ 6B7, VT-108----- 450TH. 
VT~22------ 204A. T-69-~---- 6D6. VT-109----- 2051. 
VT-23------ Obsolete T-70------ 6F7. VT-111----. 5BP4/1802P4, 
VT-24------ 864. T-72------ 842, T-112----- 6AC7/1852. 
VT-25--~--- 10. VT-73------ 843. VT-114~----- 5T4. 
VT-254----- 10 Special T-74------ 524 VT-115----- 6L6. 
VT-26------ 22. T-75------ 15 T-L15A---- 6L6g, 
VT-27------ 30 T-76------ 76 VT-116----- ' 6SJ7. 
VT-28------ 24, 24A, VT-77------ T7 VT-1L16A~--- 6SJ7GT. 
VI-29------ 27. -78------ 78 T-1163---- §SJ7Y, 
VT-30--~---- O1-A VT-80--~---- 80 VT-117----- 6SK7. 
VT-31-----+- 31. VT-83------ 83. T-117A---- 6SK7GT. 
VT~-32------ Obsolete. '~84------ 84/6Z4 VT-~118----- 832. 
VT-33------ 33. VT-86------ 6K7. VT-119----- 2X2/879 
VT-34-----. 207. T-86A----- 6K7G. VT-120----. 954. 
VT-35------ 35/51 VT -8G68-----~ 6K7GT. VT-121----- 955 
VT-36------ 36 VT-87-----~~ 6L7. VT~122----- 530. 
VT-37------ 37 T-87A----- 6L7G VT-123----- RCA A-5586 (super- 
VI -38------ 38. VT-88------ 6R7. Seded by VT-128), 
VT-39-----~ 869. VT-88A---~-- 6R7G. T-124----- LA5GT. 
VT-39A----- 869A. VT-88B--~--- GRIGT. VT-125----- IC5GT. 
VT-40------ 40 T-89---..- 89. VT-126----- 6X5. 
Vf-41------ 851 VT-90------ 6H6. VT-126A---- §X5G. 
VT-42------ 872. VT-90A----- 6'GGT. VT-126B---- 6X5GT. 
VT-42A----- 872A (Special fil.). |VT-91------ 6J7. VT-127----. Special tube. 
VT-43----.- 845. VT-91A----- 63 7GT T-127A---- Special tube, 
VI-44-+---- 32 VT-92------ 6Q7, VT-128----. 1630 (A-5588), 

T-45------ 45. VT-92A*%---- 6Q7G. VT-129----- 304TL. 
VT-46------ 866. VT-93---~-- 638. VT-13G----- 250TL 
VT-46A----- 866A. VT-93A----- 6B8G T-131----- 12SK7. 
VT-47------ 47 T-94-----. 6J5 VT-132----- 12K8 Special. 
VT-48------ 41, VT-94A-~----~ 6J5& VT-133----. 12SR7. 


“Indicates VT number has been cance 


lled. 
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SEE COMMERCIAL SEE COMMERCIAL 

NUMBER TUBE TYPE NO. NUMBER TUBE TYPE NO. NUMBER TUBE TYPE NO. 
VT-134----- 12A6. VT-LTI----- VT-225----- 307A. 
VT-135----- 12J5GT. VT-178----- 1LC6 VT-226----- 2EP1/1806P1. 
VT-195A---- 12J5. VT-179----~ 1LN5 VI-221----- 7184. 
VT-136----- 1625. VT-180*---- 3LF4 VT-228----- 8012. 
VI-137----- 1626 T-181----- 17h. VT-229----- 6SLTST. 
VT-138----- 1629. VT-182----- 3B7/1291. VT-230----- 350A. 
VT-139----- VR150-30 VT-183----- 1R4/1294. VT-231----- 6SN7GT. 
VT-140*---- 1628. VT-184----- VR 90-30. VT-232----- B-1148. 
VT-141----- 531. WT-185----- 3D6/1299. VT-233----- 6SR7 
VT-142----- WE-39DY1 T-186----- Special tube. VT-234----- HY-1148. 
VT-143----- 805 T-187----- 575A. VT -235----- HY-615 
VT-144----- 813 VT-188----- 786 VT-236----- 836 
VT-145----- 523 T-189----- IFT VT-237----- 957 
VT-146----- 1N5GT VT-190----- TH7 VT-23B----- 956 
VT-147----- 1A7GT WT-191----- 316A VT-239----- 1LE3 
VT-148----- 1D8GT VT-192----- 7A4 VT-240----- 710A. 
VT-149----- 3A8GT T-193----- C7 VT-241----- 7&5/1201. 
VT-150----- 6SAT. WT-194----- 1ST VT-243----- 704/1203A. 
VT-150A---- 6SA7GT. WT-195----- 1005 VT-244----- 5U4G. 
V~-151----- 6A8G. -196----- 6WSG. VT-245----- 2050 
VTI-151B---- GA8GT. VT-197A---- 5Y3GT/G. VT-246----- 918 
VT-152----- 6K6GT. T-198A---- 636G. VT-247----- 6AGT. 
VT-152A---- 6K6G. T-199----- 6SST7. VT-248----- 1808P1. 
VT-153----- 12C8 Special. -200----- VR-105-30 VT-249----- 1006. 
VT-154----- 814. T-201----- 25L6. VT-250----- EF50 
VT-155----- Special tube. WT-201C---- 25L6GT. VT-251----- 441 
VT-156----- Special tube. T-202----- 9002. VT-252----- 923 
VT-157----- Svecial tube. -203----- 9003. VT-254----- 304TH 
VT-158----- Special tube. WT-294----- HK24G. VT-255----- T05A 
VT-159----- Special tube. T-205----- 6ST7. VT-256----- ZP486 
VT-160----- Special tube. WT-206A---- 5V4G. VT-257----- K-7 
VT-161----- 12SAT. -207----- 12AH7GT. VT-259----- 829. 
VT-162----- 12SJ7. T-208----- 7B8 VT-260----- VR75-30 
VT-163----- 6C8G T-209----- 12SG7 VT-264----- 3Q4 
VT-164----- 1619 VT-210----- 184 VT-266----- 1616 
VT-165----- 1624 WT-211----- 6807 VT-267----- 378 
VT-166----- 371A T-212----- 958 VT-268----- 12SC7 
VT-167----- 6KB. VT-213A---- 6L5G. VT-269----- T17A 
VT-167A---- 6K8G. T-214----- 12116. VT-277----- 417 
VT-168A---- 6Y6G. T-215----- 685 VT-279----- GY-2, 
VT-169----- 12C8, T-216----- 816 VT-280*---- C7063. 
VT-170----- 1E5-GP T-217T----- gil Oey ak Be ae 
VT-171----- 1R5. WT-218----- 100TH. aes OF -208. 
VT-171A---- Loctal Equiv. of 185. -219----> Cancelled. vT-284*---- QF-197. 
VI- 172-4" 185. NT-220----- 250TH VT-285*%---- QF-200C. 
VT-173---7- 1T4 VT-221----- 3Q55T VT-286----- 832A. 
VT-174----- 384 -222----- &84 VI-287----- 815 
VT-175----- 1613. VT-223----- 1H5aT. VT-288----- 12SH7. 
VT-176---~- 6ABT/1853. T-224----- RK-34 VT-289----- 12SL7GT. 


*Indicates VI number has been cancelled. 
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